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PART III 

Stores Purchase 


Medical Education Department 

RE-TENDER NOTICES 

(1) 

No. C8/17371/2013/MCT. 19th November 2013. 

Sealed competitive tenders in the prescribed 
Pro forma are invited for the the purchase of the 
following items required for the Professor & Head, 
Medical Gastroenterology Department, Government 
Medical College Hospital, Thiruvananthapuram. Tender 
should be superscribed Re-tender Number and 
addressed to the Principal, Govt. Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No. and details of items with Quantity — 
162/2013—Endoscope Reprocessing Machine —1 No. 

Cost of tender form (Inclusive of VAT): 

Original —^ 1,050. 

Duplicate —^ 525. 

Last date and time for sale of tender form— 

9- 12-2013, 3. p. m. 

Last date and time of receipt of tender form— 

10- 12-2013, 2.30 p. m. 


Opening date and time of tender—10-12-2013, 3 p. m. 
Tender forms will be sent through post if required 
provided due amount with sufficient Postage Charge 
(? 50) is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this office on or before 2-12-2013. No 
other forms of remittance will be accepted. 

OTOffljaJcnoTOnJjao oanjoloBooS GAOcg^lGcnoscnjeriJCTun^ 
6)i2aDl<6S)R53 cn^ocruetso r>g)n^Googffii1 

(arajajao^fflooQ) (!J)06)S> ojocffijcm oruomcnesBaS ojlKnoenoo 

6).aJ(§/jcm(!j)1aD cnlc/ajlaj) anoocOTnlssS 3(3nejocruj<ft.a3 

cMd6m1^j6)cft.oggjoT)j. o^nejocruj<6iC/3 3a<^ocTU (r)cnjG(aosj<6j2s1 
cnlaailOT) snlcsxajiltBojffljcnj [.nJla3cT\)1(jjoa3, QfflnjolcSSxaS Ocaoeg^, 
(OTlajajcnoro)ojjfflo-695 on ngono (Ul&jocrom)1ra3 

Gc66)6n3a>06m. 

3(3nejocru cnomrajo croocumeangjos GoJojo n3)sn3Qjjo— 

162/2013 (ia)Cl3GaJD0CrDG<ft)0,^ Ol GCoJOCTDCJ^IoCn ©fflnaiTcT3— 

636)C&6p^o. 








ra^fiejocro eoDoocsisfleag oilej (socScru goaeojos): 
caracmasS—i,050. 
aaffl1(jjcft.aaj-? 525. 

3(3'ieJocn)' ncooo ojIroScBejonD raraajcroooD 

(!J)l0Q)OT)l0Q)2o CrOfflOQlQJJo-9-12-2013, 3 (261191. 

s^nejocro oDooo cn)j”lcft.ffl 1 < 6 S)janD (aradicrDOO) oitoOTiloffijo 

CrofflOffiOJJo-10-12-2013, 2.30 1261191. 

s^'^oonD (OTjOcoeijanD oitocmlorojo croi2(!Q)ajjo—10-12-2013, 

3 (261191. 

3(3'^0(rD (SciD0O63i3a3 (ijlajoeiltoa eojeretua raiatmofficoeij 
(n9a5)1cD2Gaj6re sjijcfe (? 50 ) C3iaa)1<9)i20(n)1 (3i90Q)(i»G<e6)6ii3OT)06ii9. 
3(3nejocro GnDoo(aioiloog (ulej ejonnlcrultoa aonalGgo 
(26119lGCS5)OanjDa (3ia)COQ)0 (rUj1cft,ffl1c06)2ai9(iJ)O6119. (013^06)OTioaisa 

00^0 aidCfiJtOiilcOjg^o C19laCT\nc86)^CrD(0)06(19. fi£10OCDCQ10)06)S0:^o 

(2ji.3cjj(,®>68racgo (2(Bg aco) ailejjo codocOj^j 6)fflai^j cftcsgo 
C3ia(x3)(!ffic06)2ajoa3 (3i5iajaa^6)aj§2O<6j06iig2gg(0)2o e(2(33ajleJ0(rDo 
QJJ|c9«J)l2^0(!513)(!J)JI20(!Q) (26119l(l(D)0(3aDO2tft)(/3 a9laCru1c66)JC119(!J)06119. 
(26ii9l(B(X3)oaajDoj<6jC/3 (U(p1 nDooemoS (gidi(uaa^6)fjs^ata>06neia3 
caraenj cOiii <9)(^ ^99 carajaDl crulraS 2 -12-2013-cdj(2J(19j 

(Silgil 00)1 ffl1c06) 61190. (0)0(2CrDl^Jtfti1§2C119 (261191 (BOO) 0^019OJ cOjCrS 
cniffl crul c 06 )j 019(0)0 6119. 3(8nejooi9 oDooo a6)<eji20ooo3 
njos1&0(ai0)(0)jo 63a1te6)(o3 coias.^ coijtft. co)1a1.y2 cangjoDaijaei. 
(0)0ffi0Dl^j <a,1§jaD a^'ieJOODj.ejaa cniofflcoioaj <ejoa6ii9(uaaoejjo 
ODjItO) a1 <S6)J 019 (0) a. <6 jJSJ( 0){03 (Ul(Ua63Ba8 l.nJ3J,S,(010)1 
3l(UOD633g1(08 ^19 (OajoDlODlcoS 09lC119Jo eje1c86)2O19(0)06n9. 

Specifications 

I It should have capacity for 8-9 litres of 
disinfectant. 

n It should be fully immersible. 

in It should have digital display for cycle selection. 

IV It should have automatic functions selection for 
disinfectant and water cycle. 

V It should have soft touch keypad and selection 
as computer. 

VI It should be having printer for data storage of 
scope cleaning procedure with cycle duration. 

Vn It should have time selection from 1-99 minutes 
for disinfectant cycle and water cycle. 

Vin It should have air flushing cycle which works 
after every disinfectant and water cycle. 

DC It should have vertical level sensor. 

X It should be compact size. 

XI It should have direct water inlet and in-built 
disinfectant tank. 

Xn It should be compatible for pentax and Olympus 
endoscopes. 

Tender Schedule 

1. The period for which the rates to be in firm—One 
year. 


2. The rates should be inclusive of all taxes, otherwise 
tender will be rejected without any notice and free 
delivery at the department concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost of 
it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non-judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (One percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with their 
tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for selection. 

13. Tenders should bear the Signature and full Postal 
address of the tenderers and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm offering 
lowest price whose specifications confirm to the 
requirements in the tender notice. 

17. Tender will be opened in the presence of the such 
of the tenderers or his authorized representatives 
who may present at the time. 

18. More details can be had from this office on working 
time. 


( 2 ) 


No. C8/17369/2013/MCT. 19th November 2013. 

Sealed competitive tenders in the prescribed proforma 
are invited for the purchase of the following items 
required for the Professor & Head, Medical 
Gastroenterology Department, Government Medical 
College Hospital, Thiruvananthapuram. Tender should be 
superscribed retender number and addressed 
to the Principal, Government Medical College, 
Thimvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No. and details of items with Quantity — 
163/2013—Hydrogen Breath Analyser—1 No. 

Cost of tender form (Inclusive of VAT ): 

Original— ? 630. 

Duplicate—? 315. 

Last date and time for sale of tender form— 

9- 12-2013, 3 p. m. 

Last date and time of receipt of tender form— 

10- 12-2013, 2.30 p. m. 

Date and time for opening of tender—10-12-2013, 
3 p. m. 

Tender form will he sent through post if required 
provided due amount with sufficient postage charges 
(? 50) is sent by way of Money Order in favour of the 
Principal, Govt. Medical College, Thiruvananthapuram, 
Kerala State, Pin-695 OIL Money Order should reach this 
office on or before 2-12-2013. No other forms of 
remittance will be accepted. 

(OTlrajajcnoOTojjfflo afflajolteacoS (?<e30(sgsil6)&J ai2iaje1<6a«53 
cnjiOcruetso n®n§(soog^1 njLn(jjo^|afflo§l8ej<6a raTajOjaa^fflOdJ) 
(!j)oa<P(jjoQa)2anD cruoa)cn63i3(/3 oiloxaemo ai^jcg/jcmcmlcn ODloaulos) 
CBrmoossisjIfsa ocafiejocmjo&oS .eiiieml^jacaoggjcmj. 

8(3nejocrujcft.a3 o^nejocru mem Gaosjtftijsl mlosul®) 

OT)1cs3)(!S)1<effljm2a3cJ aaouIcBaroS OcaoGg^, 

ay)laj(umo!»njjfflo-695 on n3)cm oilejocrutairaOraS 
(Sc06)6n§co)O6m. 

scSnejocTD mcm^—163/2013. 

crDocumeangjas (Sojrajo o3)sn2ajjo—aanOtajD^ad 
caamaa&jcru^—aaaspj^o. 

3(3'^ocru eaoooasrthlfflci^ oilej: 
caracTTjraS—? 630. 

—? 315. 

od'^ocru Gcioooo ojIroSteojaT) raraojcroom ®)“1 oq) alien)jo 
crofflQaajjo—9-12-2013, 3 laeml. 

3(3nejocru onnooo cruj1cft.a1(e6)jcm raramcruom (tnloaxOTloaijo 

CTUffltniajjo—10-12-2013, 2.30 meml 

a^nejooru aijOcsajoT) ailcnxiriloffijo cmaKnimjo—10-12-2013, 
3 aeml 


00000631308 OTioJoeilaS GoiGnem^ csracmcxscBojamcinlmj 
cojene otija (? 50 ) csraculAfflooffil raaenien/acooeneaioem. 
3^'^ocru' eoo 00 (013)1 on^ mlej 63 0 n£i 1 crolcoS (sma1(S§o 
ffl6m1(s<n>0(3aJL)ooe(n)o croilcaalcoajaTxoioem. c3iamofflco)cn)jgg ngmo 

(313(3aJ<0i9dcO>gJo mla 03)1 c06)J Cm (0)0 603 . (SciOOO 0(010)0 fflSOoJo 
i2ji,3oJ(.( 0)6313ego fflcsoffl(0)e^lejjo eojL)Ocft>ijoao§j<ft.ego 
(3ia(n)(!ffi<66)oa3 (3T3)(ijaaj,Oaj§j©<9j06nsjgg(0)jo (seKoSmlejoouo 
(Uj,<6(0)fflm0(0i0)(0)j(2)0(n) ffl6m1(S(X2)o^ajDojc9)(^ m1ao3)1<66)jonD(0)06n3. 
ffl6m1(i(n)o^cu)oj<9)03 okpI (So000633o 3 ardimoo iOfjsiSo9i06Tie)3a 
(3iaO(vi<6iid<a,a3 (3i3)oo1 ouleoS 2 - 12 - 2013-03 mjoSoj 

ca>1§1(n)1a1c86)6mo. (0)0fflO3)1.yj ca> 1 §j 0 T) ffl6m1(B(n)o^njDoj<a>o3 
mla 00 I<60jOT3(0)06m. aeSfiejoou (Socooo ffla<a.ffloooo3 
aJ0Slm0(0t0)(0)Jo 63a1<66)(33 (3135^ (0)J<fl) (0)1a1^J <ft,1§jcm(0)jfflm. 

(0)0fflO3)1^j <fl)1§j0T) 3^(^003)^.6503 (X3)0ffl(0)0aj Aoaemoj 
OBoejjo (n)j1o9)a1.6ajoT3(0)m. a>jsj(0)(o3 (u1(ua63Bo3 
3lajO3)63Bg1(03 ^03 a0oi0l(n)1(03ml0T)Jo &Je1a96)JOT3(0)05n3. 

Specification of Hydrogen Breath Test H-i- 

* The system should measures hydrogen in a single 
sample of alveolar air. 

* The system should be capable of measuring breath 
trace-gas studies. The system should be able to 
detect and correct for contamination of the sample 
with room air or dead space air during the 

collection procedure. 

* The system should have following features. 

* “One-touch” push-button calibration. 

* Zero controls. 

* Facilities for flow check and sample correction 

* Solid-state sensors. 

* Results should be displayed in less than 50 
seconds. 

Tender Schedule 

1. The period for which the rates to be in firm one 
year. 

2. The rates should be inclusive of all taxes, otherwise 
tender will be rejected without any notice and free 
delivery at the department concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost of 
it will be refimdable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non-judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (One percentage) of the 
total cost of the articles quoted for can be remitted 


by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with their 
tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for selection. 

13. Tenders should bear the Signature and full Postal 
address of the tenderers witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm offering 
lowest price whose specifications confirm to the 
requirements in the tender notice. 

17. Tender will be opened in the presence of such of the 
tenderers or his authorized representatives who may 
present at the time. 

18. More details can be had from this office on working 
time. 

(3) 

No. C8/17377/2013/MCT. 19th November 2013. 

Sealed competitive tenders in the prescribed 
porforma are invited for the purchase of the following 
items required for the Professor and Head, 
Anaesthesiology Department Government Medical 
College Hospital, Thiruvananthapuram. 

Tender should be superscribed Tender Number 
and addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No. and Details of Items with Quantity — 
166/2013—^Nerve Stimulator—2 Nos. 

Cost of Tender form (Inclusive of VAT): 

Original— ? 420 
Duplicate —^ 210 


Last date and time for sale of tender form— 

9- 12-2013, 3 p.m. 

Last date and time of receipt of tender— 

10- 12-2013, 2.30 p. m. 

Date and time for opening of tender—10-12-2013, 
3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
(? 50) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, 
Kerala State, Pin-695 Oil. Money Order should reach this 
office on or before 2-12-2013. No other forms of remittance 
will be accepted. 

(OTlrajajcncTOajjoo 6)aoul .eoraS acfcoagsleej 
rairamcruGOTxsnadjiOgsl njo1^o^§6)acig1cejc6S) omjtuao^fflooQ) 
(OTOffltPcrjocffijonD (ruoa)(r)63i3(/3 ojlcmoemo SijJtgijanDOTnoD 
ra^nejocruj<a.(/3 .eiiiGml^jfflcejOggjanj. s^'^ocroj.a.c/S o^'^ocro 
cnamcB(aosj<a.2s1 cnlaaJloj) (i5)1oQ)OT)lc6eji2ijn3nJ Cn-no3(ru1^0(A, ©Bcuil 
C06)fs3 acfeOCgS, OJ m (TO) aJ2C0o-695 oil (10000 

ojlejoarurormlroS (i^caroil^lfflloceasnscinosm. 

3(3(iejocrD ODcma—166/2013. 

crDocuonssragps csciJOjo n^sp^ojjo— ©OD^cij cruglffljesejg^— 

2 (1060)0 

3(3(iejocru (iDoocmrolexig oilej: 

(arocr^oS —^ 420. 
aa®1(jj<fl>(8rij—? 210 

3aoejocrD (iDooo culcisScoajonr) (araojoruom roilooxinloffijo 
crumoffiojjo—9-12-2013, 3 aeml 

3^'iejocru (iDooo orujIcOjfflloOQjom (arocucruom (mlcmOTiloffijo 
cruiaajxujo—10-12-2013, 2.30 asml. 

3^oejocru (mjocoojonr) OTiloQxijiltxsjo croaQaiojjo—10-12-2013, 

3 aeml. 

3(3'iejocrD nnooemaS cisidjo eilroS (Bcusnsoj^ 
rarocxxcsiJaOffljcmroilaDjcsojsns (? 100) ratsculcOifflocn)! TOt3(!Q)(r»(B(e6) 
eneroiosm. 3a<iejooru (SnOOOOTimlfflo^ oilei aOdOlcrDlroS ecDolego 
a6m1(S(X3)0(3cu)O0(i(!Q)0 cro/lcaralceajomOTioam. ratamoaroxnijgg (i0mo 
(aira(B(ij<0iiicft.g2o onIfflcrDicOojonDCOToend. dOoocsOTimoasocjjo 
ffl2t,f3(jjiTO)63Bcgo fflcBgfflOTiaoilejjo cnjL)o<i9ji2affl(ig2<e3Cgo 

(3TO(n)(!ffic66)oci3 (aTa)(uaaiOaj§2a<9jOsns3ggOT)jo cgatoSculeiocruo 
ojj,(6TO)fflmoraTO)(ij)2fflOQ3) fflsm1(SOQ)o^ojDojc9)(A cnlfflcrulaOffljonDcniosm. 
fflsm1c(X))oacu)02<ft,a3ojs>1 (ir]OOS33(^ (graiOJCTO^ac^siaaioeneias 
(aira(S(ij<6iid<a,c/8 rarajdOl crulroS 2-12-2013-on mjciSoJ 

c9)1§1(X3)1ffl1c86)6mo. ro)Offloru1^2 tOjIgjonn aGmlcsoao^cmojAC/a 
oniffl otdI (66)j cm (OTO sm. 3(3'iejocn)' dDooo aaAfflooocia 
ciJ0s1m0OTTO)(!j)jo afflIoOoraS totos^ anjcOi OTilffll^j aUgjonncinjam. 
(OTOfflorul^j c9)1§2onn 3^oejocro2<9)a8 (xxoaoioffl) Aorasmcuoaoeijo 
orujIaOi a1 aOfflj cm TO) m. cftijsjTOicisS cuTcu ra earac/S CoJouirotroT 
3lcucrD633g1ra3 ^09 aOdOlcrulcaSonlcmjo melaSojcmOTiosm. 


Specification of Peripheral Nerve Stimulator 

1. Should be hand held type, light weight. 

2. Low battery indicator. 

3. LCD/LED display. 

4. Should be programmable. 

5. For Nerve Stimulation: Current output: 10 to 
150-160mA. Steps of 5 mamp. 

6. Stimulation pattern; TW, TOF, TET, PTC, DBS. 

7. Should have electrode cable with lead. 

8. Audio-visual indication for pulse delivery and 
error tone. 

9. Audible indicator for one second before delivering 
actual pulse. 

10. Automatic power shutdown. 

11. Tactile keypad for easy operations. Simple setting 
and extended reliability. 

12. Low battery warning indicator. 

13. User friendly. 

14. Stimulation modes: Demand Mode. 

(a) Single twitch (TE) 

Train of four (TOF) 

Tetanus (50hz) (TET) 

Double burst stimulation (3.3) (DBS) 

Post tetanic cormt (PTC) Twitch: 

(b) Tetanus—50 pulses/per second (50-200Hz) 
upto 45 sec 

(c) Double Burst—Two 50 Hz Trains of 60 ms 
duration and 750ms apart (on demand) 

(d) Post Tetanic Cormt Stimulation—One 50Hz 
Trains of 5 seconds duration and 3 seconds 
relax, then Twitch (1 pulse per second). 

(e) Train-of-Four-4 pulses for 2 seconds 
(on demand) 2 Hz. 

15. Stimulus Pulse—Approximately 0.3 milliseconds, 

square wave monophasic. 

16. Power-Battery operated/rechargeable. 

17. Case—Durable high grade. 

18. Wehigt—Light weight. 

19. Polarity of leads to be indicated. 

20 CE/FDA/BIS/Competent authority approved. 

21. Accessories—Instruction manual with technical 
details of the equiment. 

Tender Schedule 


3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost of 
it will be refrmdable rmder any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non-judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (One percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with their 
tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for selection. 

13. Tenders should bear the Signature and full Postal 
address of the tenderers and witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items is given in the list. 

16. Negotiation will be made only with the firm offering 
lowest price whose specification confirm to the 
requirements in the tender notice. 

17. Tender will be opened in the presence of such of the 
tenderers or his authorized representatives who may 
present at the time. 

18. More details can be had from this office on working 
time. 


The period for which the rates to be in firm—One 
year. 

The rates should be inclusive of all taxes, otherwise 
tender will be rejected without any notice and free 
delivery at the department concerned. 


(4) 

No. C3/17547(4)2013/MCT. 11th November 2013. 

Sealed competitive tenders in the form prescribed 
are invited for the supply of the Portable Ultrasormd for 


nerve block—INo. required for the Department of 
Orthopaedics, Govt. Medical College, Thiruvananthapuram. 
Tender should be superscribed tender number and 
addressed to the Principal, Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No.—187/2013. 

Cost of tender form (Inclusive of Sales Tax): 

Original— ? 2,415 
Duplicate— ? 1,260 

Last date and time for sale of tender form— 

19- 12-2013, 3 p. m. 

Last date and time of receipt of tender— 

20- 12-2013, 2.30 p. m. 

Date and time for opening of tender—20-12-2013, 
3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
(? 50) is sent by way of Money Order in favour of the 
Principal, Medical College, Thiruvananthapuram, Kerala 
State, Pin-695 Oil. Money Order should reach this office 
on or before 30-11-2013. at 3 p.m. No other forms of 
remittance will be accepted. 

(OTlrajaJcncTOaJjfflo cnojenSaaicig'' ffli2ajDl<66)fs3 Gcfeocgslaej 
ao^Gt!iira)Ooj1ajDl<6rcTu ojleocncijtinleejcBo rarajoj obj, laoQQ) 
GnJO^g6 tu1c/ 3 (sraoStso (ruTBere GnOocS acn^oj Gemoaa 
aaraeujo ajIcmaaDo a^t^^jarxinlcn ra^neJocmj<e)a3 

ceiiieml^jacftiOggjanDj. o^tiejocrojAC/S s^nejocru cncmGaosj 
cnloa/lBj) RDloffiKnlasajajaSnj i.r>-na3cru1ajoc/3, afflojLTlteaosS 
GcSiOGg^, ay)1ffl2aJcncTO)ajjao-695 on <10000 tulejocruraralroS 
<i0(3ro)1^1alG<eaaTS (0)0600. 

3(3fiejocrD oocm^—187/2013. 
acS'iejocru G<iOOO(!sri5)1an^ oilej: 

(3T3CT^a3-? 2,415 

C/Oal clJtOs^ry-^ 1,260 

B^nejocru Gnoooo (ulcoScoajono araojcruono saloffionloffijo 
CTwaoaxujo—19-12-2013, 3 aiGml. 

3(3fiejocru g<i£iooo crujIcOialtoajcm aracnaruocn (tnloaxOTlosjo 

CrUfflCffiOJJo-20-12-2013, 2.30 fflGmI. 

3(3'ieJ0crD (isojoceajono K»1(X2)(ij)1(XJ)jo cmaKniaijo—20-12-2013, 
3 aeml 

g<i£ioo63B(33 (!j)<iJoejl(i33 GoiGneoj^ aracDJCxscBajonocialaoj 
GcoJGre cij)2<9> (? so) (3tacJDl<9>mo(!Q)1 aradixm Gtoasreanosno. 
3(3'iejooru GciOoo (isroolao^ oilei bocioI crulcisS GODolGgo 
fflsmlGOQ)o^cu)OOGCD)o crojflcSialooajomKaosno. OTdmoaajxiDjgg <i0ejo 
c3raG<iJceiiic0jgjo oolacrulooajonosaosno. GdOOOGartnoasoajo 


ffljl,3<iJ(.a)6m3Ggo fflGgacOTSOilejjo G0jL)0ceiijaaa§j<e3Gg0 
(3ia(n)(!ffi<6aoci3 (aTa)maaiaaj§ja<ei06nsjggOT)jo GaaScnleiocruo 
(Uj,<6(ij)fflmoaKj)(ij)2fflOQ3) fflsmlG0Q)0^cu)ojc9)(^ cn1acru1<6ajonD(i5)06no. 
ffl6mlG0Q)0^cu)O2<9)C^ ciKPl G<iO0os33(;3 ardiOKa (a<^siao9i06ne)3a 
(3TdG<iJ<eiii<9)(/3 (aT8)<i£i1 crulaS 30-11-2013-00 fflja3<iJ 

c9)1g1(X3)1a1c8a6mo. ailgjono asmlGoao^cmojcOiaa 

colacrolcoajono(0)0600. 3(3tiejo(n)' GciOooo aa<9)ffloooci3 
ajos1moat!s)(!j)2o 63a1<6a(o3 (oras^ od^Si a)1a1.y2 tadgjomanjam. 
(ij)Offl(m1^2<fl)1§jono ad'^ocruj.flic/a (xxoasnoaj .OioasmoKaoejjo 
orujIaOi a1 (Saj om (ij) m. c032S2a)(i53 ojToj a 63isc/3 c<iJorJiro'ra>1 
3l(iJ(ru63Bg1a3 ffioo BOnolcrulaSoolonojo &je1<SB20fT)((»06rto. 

Technical specification for Portable Ultrasound 
Colour Doppler Echo Cardiography System 

System Specifications 

State- of-the-art and all digital beamformer general 
piupose Portable Ultrasound Colour Doppler 
Echocardiography system. 

System weight: less than 4.5 Kgs. with battery and 
one transducer 

Should have minimum 10-12 inches LCD Screen. 
System and all regular probe should withstand 
3 feet drop to overcome accidental drops. 

System should be spill proof and fluid resistant 
for easy to clean and disinfect. 

Architecture: All-digital Broadband 

Number of Channels: 128 chaimels or more. 

Dynamic range: Up to 165 dB 

Gray Scale; 256 shades 

Should have Dual imaging 

Should have Zoom Capability 

Should have Dynamic range & Gain 

Should have S-Video (in/out) to VCR or DVD for 

record & playback 

Should have RGB or DVI output to external LCD 
display. 

Should have Composite video output (NTSC/PAL) 
to VCR, Video printer or external LCD display 
Should have Audio output 
Should have Integrated Speakers 
System operates via battery or AC Power. 

System should be compatible for TEE/TOE, LAP& 
SLT and should support both in A/C Mains and 
in battery. 

Battery backup 2 to 3 hours on fully charged 
condition 


Tender Schedule 


Rechargeable lithium-ion battery 

AC: Universal power adapter, 100-240 VAC, 

50/60HZ input, 15 VDC output. 

Off to on time 12-15 seconds. 

Imaging Modes & Measuring tools 

2D/Tissue Harmonic Imaging (THI)/M-mode 
Velocity Color Doppler/Color Power Doppler 
PW/PW Tissue Doppler (TDI) & CW 
Sonol MB-Multi beam Imaging, Sono Res Speckle- 
reduction imaging 

2D: Distance calipers, Ellips & Manual trace 
Doppler: Velocity measurements. Pressure half time. 
Volume flow calculation 

M-mode: Distance & time measurements. Heart rate 
calculation 

User- selectable text & pictograms 
User-defined, applications-specific annotations 
Biopsy guidelines 
Transducer:- 

All light weight and Broadband, Multi frequency 
Probes Linear Array 13-6MHz, Curved Array 
5-2 MHz. 

User Interface & Remappable Controls 

Should have soft keys to drive advanced featrues 
Should have Alphanumeric QWERTY Key board. 
Track pad with select key for easy operation & 
navigation 

Should have capability to store 10000 still images 
or cine loop/clip storage not less than 500 

(of 6 seconds clips) 

Should Have Calculations 
Cardiac: 

Complete cardiac calculations package & Patient 
report including, ventricular, aortic & artial measure¬ 
ments; ejection fraction, volume measurements, 
Simpson’s rule, continuity equation, pressure half¬ 
time & cardiac output. 

Vascular 

Diameter/ellipse/trace measurements, volume, volume 
flow, percent diameter & area reduction, Lt/Rt CCA, 
ICA, ECA,ICA/CCA ratio, time averagemean (TAM), 
peak trace, ICA/CCA ratio, angle correction, patient 
report. 

OB/Gyn/Fertility 

Diameter/Ellipse measurement, volume, six follicle, 
measurements estimated foetal weight, established 
due date, gestational age, last menstrual period, 
growth chart, user-defined tables, multiple user- 
selectable authors, ratios, amniotic fluid index, patient 
report. 


1. The period for which the rates to be in firm one 
year. 

2. The rates should be inclusive of all taxes, otherwise 
tender will be rejected without any notice and for 
free delivery at the department concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost of 
it will be refimdable imder any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non-judicial 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposits (one percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapruam. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with their 
tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for selection. 

13. Tenders should bear the Signature and full Postal 
address of the tenderers wherever necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm offering 
lowest price whose specification confirm to the 
requirements in the tender notce. 


17. Tender will be opened in the presence of such of the 
tenderers or his authorized representatives who may 
present at the time. 

18. More details can be had from this office on working 
hours. 

Government Medicial College, (Sd.) 

Thiruvananthapuram. For Principal. 

TENDER EXTENSION NOTICES 
( 1 ) 

No. C8/18892/2013/MCT. 19th November 2013. 

Sealed competitive tenders in the prescribed 
proforma are invited for the purchase of the following 
items required for the Professor & Head, Paediatrics 
Department, SAT Hospital, Thiruvananthapuram. Tender 
should be subscribed Tender Number and addressed to 
The Principal, Government Medical College, 
Thfruvananthapuram, Pin-695 Oil. Details can be had from 
this office on working hours till 3.30 p. m. 

Tender No. Details of item and Quantity— 
148/2013—Transport Incubator—1 No. 

Cost of tender form (Inclusive of VAT): 

Original— ? 420. 

Duplicate—? 210. 

Last date and time for sale of tender form— 

9- 12-2013, 3 p.m. 

Last date and time of receipt of tender— 

10- 12-2013, 2.30 p. m. 

Date and time for opening of tender—10-12-2013, 
3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage charge 
(? 50) is sent by way of Money Order in favour of the 
Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 OIL Money 
Order should reach this office on or before 28-11-2013. 
No other forms of remittance will he accepted. 

(OTlffljaJODOWajjoo 6)fflcun<es)(!53 (BtejoegslecnoscnjenjCTun^ 
ng)(ru. ( 10 . g 1 . (majOBj oj cmloej ajlojol oq)o (.slcfcoru 

QJc83jcTjlGej<6S)0Ojaail2100Q) (CnOSUP nJOdDJCm 0000)00631303 
culanraemo om (tnloo cruj <ft.a3 

c0ia46m1^j6)c03Ogg2orT)j. ocStiejocrojcfiioS a^nejooro cnofueoosj 
.ajsl cnlomlas) ( 3 ) 1 oQ)(i 5 ) 1 < 66 )jffljo( 3 (iJ i.n-fla3crDlijjo(^, 6)iaaDl(e6)(o3 
GcfeOGgS, (3)1OJ(UCn0(3)(iJJ(ao-695 011 (10000 Oj1eJOOrUti3T3)1t33 

(i0(3tS)1^1(alGe06)Gn3(3)O6nO. 

ra^nejooru ooooi^—140/2013 

oruoa)0063i3gjffls Gdia— i.sofi3fTUG(iJO^§ ^oScOijcenjga 

(1 '^sroo). 

ra^'iejooro CdCooroiuilsio^ oilej: 


cBiacr^taS— ? 420. 
oodl (iJcOicScij—? 210. 

3(3nejooru Gdoooo culroSteejono cstaoioruooo coiloo)coil oq)Jo 

OrOfflOffiOJJo-9-12-2013, 3 I26m1. 

3(3nejoooj GoDooo orujIcOiffllceejom oracuoruooo Rjilaaiajitojo 

OrUfflODajJo—10-12-2013, 2.30 I26m1. 

3^riejoaru oijocoojono anloffiOTiltnijo oroffloaicnjo—10-12-2013, 
3 aeml. 

3(3neJ000J (iD 0063303 (OlnJOeiloS COJ6ngOJ(3 (3T50Q)Cr»e6ffl20nO 
ajiloojeojene (? 50) cBracJolcOifflocxsl (3iaoQ)cx»G<e6)6n3a5)OGm. 

3^'^ooru (lOOO (313)16)0^ CUlej 630(i£l1 00)1(38 GOOffllegO 
i26mlG(X3)0(3ajoooe(!Q)o oo)/lc0io1<e6)2ono(3)o6m. (3iamo6){3)(n)jgg (i0mo 
raiBGdJcOiDceigjo 00I(300)1(06)2000(3)0end. <113000(313)06)S0(jjo 
(1^1(3) 633ego i2eg6)(3)89i1eJ2o eojooceiijeacigjceiego 
(3ir3(n)(i»c06)O(i3 (3T3)Oj(«2>S)ijj§26)<Si06n32gg(3)2o e a(38Oilej000)0 
(U2|ce(3)amo(3T3)(5)2fflOQ3> ffl6m1eQQ)oanjD02c9jC/8 oo1{8(n)1e06)2ooo(3)O6nd. 
a6m1ecs3)0^(U)O2c9)a8 3 j<p1 (i£ioo63bo 8 (3Tai(ua3i6)(;jS26)(9i06neisa 
(3lr3C(iJc6il1<03C/8 (3T3)(ir)1 00)1(38 28-11-2013 -00 mj0l8(iJ 

c0)1§1(X3)1ffl1c86)6mo. (3)00 00)1^2 c0)1§2ino ffl6m1e(!3)0^ojDO2ca>ci8 
OOI (3 00)1 (06)2 000 (3)0 end. 3(8neJOOO)' nnOOo 6)Oc0>fflO 0008 
(iJOSlmO(3T3)(3)2o 63O1<06)(O8 (3135^ (5)2cft> (3)1(3l.y2 '9>'§l'™®)2fflm. 
(5)Offloo)1^2'®>'§l‘™ 3^'ieJOOO)2<0>c/8 (X2)06){3)0(32 e0iO(36mo)ja3oeJ2o 
00)11(01 (3l (06)2 om (3) m. (9i2S2(3)(38 mlm (3 633c/8 (.nJfUiroiiDl 
3l01J0O)633g1(38 ^00 a0(ii3l0O)1(3800l0002o £181(06)2000(3)0633. 

12. TRANSPORT INCUBATOR 

Distance from vertical hood to mattress Low 
Hood 8.25 in (21 cm) High Hood 9.84 in (25 cm).it should 
have the following features 
Double wall 
Skin temperature probe 
02 inlet 

Examination lamp 
access doors 

Disposable infant restraint straps 
1 Iris port 
6 tubing ports 

Locking power control receptacles 
DC cable 

2D or 2E size tank mounts. The tank mount permits 
mounting gas cylinders with a diameter of upto 
4.5 in (11.6 cm ) and upto 34 in (85 cm.) in length 
Humidity Pad (2) 

Accessory shelf, IV pole and Flow meter 

General Speciilcations 

02 Concentration, range 21% to 58% minimum 
Humidity capacity 50% to 70% 

Noise level < 60 d BA 

Temperature set range 22.0° C-38°C (7rF-100°F) 
Temperature rise time 30 minutes 
Temperature variability < 1.0° C 


Correlation of display temperature to set point at 
temperature equillibrium < 2. 0° C in 10-20° C ambient 
<1.5° C in 20-30° C ambient. 

Humidity pad Holds 400ml. (14 oz) sterile distilled water 
with no significant spillage for upto 45° tilt in either 
direction. 

Air filter Removes > 99 % of airborne particles greater 
than 0.5 micron diameter 

Relative humidity 50 to 70% for 10-12 hours using 
humidity pad 

Check calibration key 36.0°±0.rC 

Controller Displays 

On/standby illuminates when “On” 

Battery condition status 4 LED indication of battery charge 
condition 25-100% 

Power mode illuminates AC, DC, or external DC 

Heater power 4 LED indication of heater power; 25-100% 

Baby temperature °C Displays infant temperatme 

Air temperature °C displays incubattor air temperature 

Set temperature Illuminates when it changes 

Alarm indictors High temp. Power fail. Sensor fault. Heater 

temp, Air flow. Low DC 

• Incubator 1 battery standard. 

• Battery rating Incubator maintains a differential of 25°C 
(77°F) between ambient and set point for 90 minutes per 
battery at full heater power. 

• Safety Alarms 

• High temperature actuates if incubator air 
temp.>39 + 0.5°C 

Senser (temperature) actuates if sensor fails 
Heater temperature Actuates if heater temp > 77°C (170°F) 
Power fail Actuates if AC fails and no DC power 
present, and activates if unit 

Tender Schedule 

1. The period for which the rates to be in firm- 
One year. 

2. The rates should be inclusive of all taxes, otherwise 
tender will be rejected without any notice and free 
delivery at the department concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost of 
it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in 100 Kerala non-judicial 
stamp paper together with required sum of Earnest 
Money Deposits. 


7. Earnest Money Deposits (One percentage) of the 
total cost of the articles quoted for, can be remitted 
by way of crossed Demand Drafts drawn in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with their 
tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, Samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for selection. 

13. Tenders should bear the Signature and full Postal 
Address of the tenderers witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items is given in the list. 

16. Negotiation will be made only with the firm offering 
lowest price whose specifications confirm to the 
requirements in the tender notification. 

17. Tender will be opened in the presence of such of the 
tenderers or his authorized representatives who may 
present at the time. 

18. More details can be had from this office on working 
time. 

( 2 ) 

No. C8/18893/2013/MCT. 19th November 2013. 

Sealed competitive tenders in the prescribed 
proforma are invited for the purchase of the following 
items required for the Professor & Head, Paediatrics 
Department, S.A.T. Hospital, Thiruvananthapuram. 

Tender should be superscribed, tender number and 
addressed to the Principal, Government Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had 
from this office on working hours till 3.30 p. m. 

Tender No.—149/2013. 

Name of items and Quantity—Hand Held Portable 
Vein Transilluminator—4 Nos. 


Cost of tender form (Inclusive of Sales Tax): 


Original—? 630. 

Duplicate—? 315. 

Last date and time for sale of tender form— 

9- 12-2013, 3 p. m. 

Last date and time for receipt of tender form— 

10- 12-2013, 2.30 p. m. 

Date and time of opening of tender—10-12-2013, 3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage 
charge ? 50 is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this office on or before 28-11-2013. 
No other forms of remittance will be accepted. 

anlffljajcnamajjfflo afflojolcefflos G<a)OGg^1(S(r)oscn2snjcru)l^ 
o^cru. (10. g1. (319)002 oJ crorl 00)16)ej ajicml oq)o (.sitei'cru 

CUc03 2(tJ1g&Jc 06) (310) (UOO2,21000) (3)0O<P (jJ O (X3)2(m 00)00)00 630(03 
(ul(3)06nDo 6)iiJ(5^2ono(3)1oD oijtofu^ 3(3nejo(rD2c83C/3 c0iadGno1^2 
eioOiOggjonoj. 3^(^000)2(6103 3^(^0000 onofUG(30S2(6i2Sl 0Dla5ul(3) 
(3)l0O) (3)1 (66)221203(0 I,nj1o3oru1 (iJ0a3, 6)210U)1(66)(03 G(6iOGgS, 
(3)1O2(U0D(T3)(iJ2Oo-695 Oil ri0OfT) (UleiOOTU(310)1(03 (i0(010)1 ^Iffll 
G(66)6nS(3)061T). 

3^oejoon) (nom^—149/2013. 

oruou)or)633g26)S GcvKO—( if)oo3(U) 6)cir)(o3cu) G(iJO^§6iu1c/3 
6)(U0ffici3 t.so(i3(n)1&i22ilGODg^—4 

3a'^ooPD Gcinoaaioilexig culm (cn1(9i2(3)1oo)S(66)o): 

(3T9Cr^(03—? 630. 

0001(^(61^(1^-315. 

3(3(^000) GdDOOo (Ul(03(66)2000 (310(UCn)00D (a)lQ3)(0)1(lQ)2o 
(n)210Q)(U2o-9-12-2013, 3 216m1. 

3^deioon) Gdoooo (n)j1(6i0l.66)2onD (oracuoruooo (0)1(n)(0)1(X2)2o 

(n)21(X3)(U2o-10-12-2013, 2.30 216no1. 

3^'^oonj (0)20(66)2000 (a)1(iQ)(0)1(SJ>2o cru2iQa)(U2o—10-12-2013, 

3 216m1. 

3^(^0000 G(i£ioo633a3 (0)(iJoejl(o3 G(U6ne(ua (3ioQa)(iffl(66)20oo 
(0)1002G(U61ie (0)2(9i (? so) (3TO(i)1(6i210(D)1 (31000)(53)G(66)SUE(0)06130. 
3^(^oon) G(i£i00(010)10(1^ (ulei 630(ir)1(n)1(o3 GaoolG§o 2)6no1 
ao(3ai)a (3ra)G(n)0 cn)j1(aiOlc8S)20oo(0)06no. (3i3moo(0)(n)2gg (i0mo 
(3iaG(iJ(6il1(6ig2o ool 0 00)1 (66) 2 000 (0)0 6110. GdC OO GflJTOOO 050^0 
212L3(iJt(0)633Gg0 21Gg0(O)83i1ei2o G(U)Or9i2,2®®‘^l‘®’®§3 (313(n)(X»(60OCl3 
(3ra)(U(02|6)dj§2®'®’3®^lSS®’l° G2i(o3cu1ejooo)o (U2(6(0)2imo(0i0) 
(0)2210(n) 2161T0lG(!3)0acU)O2(6iC/3 0010 00)1(602 000(0)0 6130. 

2103O1G(1Q)O^CU)^ (U>p 1 G(iri0O633a3 (31d)(U(0(0rqS20(6iO611gl33 
(3iaG(iJc6iid(9ia3 ^09 aodcl oo)1(o3 28-11-2013-00 21200J 

(61I §100)101 (6061300. (0)02100)1^2 (S>1§23T) 216mlG(!3)0(3(U)O2(6iC/3 

OOl0OO)1(602OOO0)O611O. 3^(^000) GnTOOOo 00(6i21OOOO3 dlOSlmO 
(0i0)(0)2o ao1(60(o3 (oras^ (0)2c9i (O)101^2‘®=^§1'™®’1®^- ®)O0co)1^ 
(6i1§20oo 3^(^000)2(61(33 (10)00(0)002 <a>o®6no(U(30om2o oo)j1(6i0l(602 
ooo(0)m. (6 i 2S2(0 )(o 3 (u1(U063Ba3 3l(uoo)63Bg1(o3 ^oo 

(3ra)(ir)1oo)1(a3 00 I 00020 eie1(602om(O)O6iio. 


14. Hand Held Portable Led Vein Transilluminator 

It should have a Rechargeable Battery 

24 LEDs in two colors—Two LED colors are used 
for optimized vein imaging. 

Orange LEDs (12) for superficial veins and Red (12) 
for deep venis and dark pigmented skin. 

Disposable Plastic Covers protect the device from 
contamination. The device should come with a charger 
and 100 disposable plastic covers. 

Light Shield and Pediatric Adapter Kit. 

Warranty: 2 years. 

Tender Schedule 

1. The period for which the rates to be in firm 
one year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and for free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala -non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts 
drawn in favour of the Principal, Govt. Medical 
College, Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 


11. Belated tenders will not be considered imder any 
circumstance. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not he considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers & witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specification of the item is given in the list. 

16. Negotiation will he made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notice. 

17. Tender will be opened in the presence of each of 
the tenderers or their authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working time. 

(3) 

No. C8/17375/2013/MCT. 19th November 2013. 

Sealed competitive tenders in the prescribed 
Proforma are invited for the purchase of the following 
items required for the Professor & Head, Anaesthesiology 
Department, Government Medical College Hospital, 
Thiruvananthapuram. 

Tender should be superscribed, tender number and 
addressed to the Principal, Govenunent Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had 
from this Office on working hours till 3.30 p. m. 

Tender No.—165/2013. 

Details of items with quantity —Fibre Optic 
Laryngoscope—10 Nos. 

Cost of tender form (Inclusive of VAT): 

Original —^ 420. 

Duplicate—? 210. 

Last date and time for sale of tender form— 

9- 12-2013, 3 p. m. 

Last date and time for receipt of tender form— 

10- 12-2013, 2.30 p. m. 

Date and time of opening of tender—10-12-2013, 3 p. m. 


Tender forms will be sent through post if required 
provided due amount with sufficient postage 
charges (? 50) is sent by way of Money Order in 
favour of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this Office on or before 2-12-2013. 
No other form of remittance will be accepted. 

OTilffljajcncTOojjoo sxaauIcBoraS (B<a>oegs1e(T)osnDj6mcTun^ 
(3Ta(T)cr6(i(iS)nii_^ ajcft.jcTj1eejcsi)c8a (aTajOjaa^fflocxj) (iS)06)<P(jjo<i!)jcm 
oruocJDaD63i3C/8 ai1(i5)06mo ©^jji^jcmrailch ra^neJocrujAC/a 

cMd6m1^j6)cft.oggjoT)j. 3^nejocm2<a)C/8 ra^nejocro mcnjGfflosjcfijjsl 
cnlaajloj) (otToq) ot) 1 .eoj (.f^lcTScrol oJockS, niaoul <6008 

Ga&oegs, (iS)1®jajcnarooJj®o-695 011 o^anD Qj1ejo(ru®i!S)1ra8 
ra^®T5)1^3®nGc6®6n3®)06m. 

3(3nejocrD mcm^—165/2013. 

cm 0 (JD Cn 63T3 g J ® S G nJ ®-® 6 ) nO 6nj ^ S 0 nJ OT cQd 

&J0®lG63T30CmGc630(iJ—10 

3(3nejocro Gncoocmcnlffla^ ciflej (cnlajjccnlcsDScOOo): 

C3iaCTTJ(08—? 420. 
aD®1aj<ej^aJ-? 210. 

3a'^ocrd Gooooo (u1o3<ss)jcm raisojcmocn OT)“loQ)cij)1cn)jo 
cmaoffiOJjo—9-12-2013, 3 fflsmi. 

3^'^ocrD Gcioooo cmj1c9j®1ce®jcm caraojcmocn ®)1 oq)OT)1oq)Jo 
cmaoQxujo—10-12-2013, 2.30 laeml. 

3^'^ocrD KojOceejcTT) otiIoqiotiIcidjo cmfflojxujo—10-12-2013, 

3 aeml. 

3^'^0(ru Gcioooeanaa OTiaJoeiloS Gcnsrecijca (3i3(n)O£»c0S)jcm 
roilcnjcmsTie otija (? 50) raiaculaOiaocnil c3ia(n)(s»G<6fflGTieci5)06nr. 
3(3r>eJ0CTU Gciooocmoilflo^ (ulej BOaolcmlcoS Gcn®lG§o asml 
Bo^cmca cgra)G0Q)o cmj1<ft,®1<6ojcmOT)0sm. card^oaCTioaisa 
(3ir5GaJoMi<ft)g2o chlfflcmltsajcmOTiosm. GciOOOGcijrsioosocjjo mj(.3 
nJt®)6313CgO ffiGgOOTIfiSdejJo GCU)OcftiiJfflaClg2<6jGgO (3I3Cn)0£»<SS)OCl3 
(3Ta)CiJC®j,ffl,jj§jo<ft,06Tie2ggro)jo GaoSoilejocmo cu^aocijimmocisra) 
oijfflocsj) msmlGorooScmojAC/a cr)1®(m1c0S)jcmOT)osm. asml 
63oacu)a(u<pl C(i00063bc/ 3 cgTdiOJC® corjsifflflfeoengiaa caraGoJceiUBjC/a 
^no BOoDlcmlroS 2-12-2013-cn ajciarJ <63l§1(n)1®1<effl6mo. 
OTiofflcml^j (i9/l§jcm ffl6mlG0Q)0^cu)oj<ft,(^ chlfflcmltsajonDroioern. 
3^'iejocro Gcioooo ffl®<e)aoooci3 nJosImocoraiOTijo 63®1c0acn3 raias^ 
roijcfij OT)l®1^jcft.1§2cmOT)2fflm. ro)oacm1^j<fl>1§jcm 3a'^ocmjcft)a3 
OQ)OfflOT)0®j <ejO®6mciJC®oeJ2o cmj“l<ej®1<ea2cmOT)m. tftijsjOTiroa 
ojI(U® 633C/3 CnJcu^OTiml 3lojcm633g1ra3 S'U raiBjrmlcmlcoa chlcmjo 
eieltsajcmroioGTiD. 

Specifications 

Handle 

* Should have LED for bright, white light with 
100000 hours of life. 

* Plug in charging Handle type C for charging Li Ion 
Battery. 

* C-type Lithium Ion Rechargeable Battery with more 
than 1000 charge cycles. 


* Lamp integrated into the handle with Metal 
contacts. 

* Sturdy handles, comfortable handlings made up of 
Chromium Plated Metal. 

* Simple change of Batteries at the base of the 
Handle should satisfy ISO 7376 standards. 

* Closed Battery cover to prevent Penetration of 
liquids. 

* Simple conversion to charging handle. 

ades 

* Integrated Autoclavable Fibre Optic Blades. 

* Integrated F. O. Light Conductor, easy to clean. 

* Stainless Steel Blades with refined surface. 

* Excellent visibility of Vocal cords and epiglottis. 

* Long Service Life, Autoclavable. 

* Macintosh Blades size 3 & size 4. 

Tender Schedule 

1. The period for which the rates to be in firm— 
One year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refimdable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala-non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts 
drawn in favour of the Principal, Govt. Medical 
College, Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 


9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers & witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notice. 

17. Tender will be opened in the presence of each of 
the tenderers or their authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working time. 


(4) 

No. C8/17378/2013/MCT. 19th November 2013. 

Sealed competitive tenders in the prescribed 
proforma are invited for the purchase of the following 
items required for the Professor & Head, Anaesthesiology 
Department, Government Medical College Hospital, 
Thiruvananthapuram. 

Tender should be superscribed. Tender numbers and 
addressed to the Principal, Government Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had 
from this Office on working hours till 3.30 p. m. 

Tender No.—167/2013. 

Details of items with quantity—CPR/Defibrillator 
Manikin—1 No. 

Cost of tender form (Inclusive of VAT): 

Original —^ 420. 

Duplicate —^ 210. 

Last date and time for sale of tender form— 
9-12-2013, 3 p. m. 


Last date and time for receipt of tender form— 
10-12-2013, 2.30 p. m. 

Date and time of opening of tender—10-12-2013, 3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage 
charges ? 50 is sent by way of Money Order in favour 
of the Principal, Government Medical College, 

Thiruvananthapuram, Kerala State, Pin-695 Oil. 
Money Order should reach this Office on or before 2-12- 
2013. No other forms of remittance will be accepted. 

(mlffljaJcncTOojjoo ©(aouIcBoraS (j<a>oegs1eaDosnDj6njCTun^ 
caiacncrdccOTGna^^og^l cu)1(Tj0(3§joi20§1aej(x:»<sa raTajOjao^fflOQa) 
8 y)oes>(jjO(x» 2 aD cruomooesraaS ojlcnaemo ©.ojc^jcrnKnlcn 
cnloajlRj) GoDoorairolroa s^'^ocrojca.oa 

OAOggjonDj. 3(3'^ocruj<fea3 o^nejocru cncnjGoosjAjsl criloailas) 
(3)100)(OTlteajmjoSnJ 6)iaajDl<66)(n3 CAOcsgs, 

(3)1ajaJcr)(nro)njjfflo-695 on n^oT) oilejocrurartnlaS ng)(!3i!»1^1a1 
(SceasnscOTOsm. 

3(3nejocrD mcnj^—107/2013. 

cruocDcneangjas CnJcS—crul. nJI. raraj^./arncnoltsmlcmg^ 
aomlcoalciS—1 

3^r>ejoaPD en£iooai3)l6)(3§ oJlei (cDlajjailcniScOOo): 
raiacmaS—? 420. 
oaalnJA^iTj—? 210. 

3(3nejocrd Gnoooo aj1a3<as)j0T) aaojcruocn ailooxinloQijo 
crufflOQiajjo—9-12-2013, 3 meml. 

3^'^ocru Ccioooo cruj”lc9)a1<66)jaT) (araoicrDocn ailoQjoilooijo 

Cruffl<3a)OJJo-10-12-2013, 2.30 ffloml 

3^'^ocrd (OTjOtBojofT) a)1cn)(ij)1oQ)2o cruaooxujo—10-12-2013, 

3 aeml 

3^'iejocru 0(1000633(93 (0)(iJoei1a8 eoiGnsojcS oraoQKiiScOojaT) 
ailcnjGOjane C3)j<9) (? 50) raiaculAaoQoil c3ia(n)(!ffiG<66)6Tieo)06no. 
3^(^0010 GnO00(313)1 a ojIoj 630(101(3)1(38 Gcr)alG§o fflemi 
30(3(00^ {3ra)G(n)0 cruj1ce>a1c0a2af3{3)O6m. (3ramoa(0)(n)jgg (i3)mo 
araGdJcaiiiceigjo cn1acn)1csaj(m(3)06rn. G(iOOOG(3T3)oasO(jjo ajtra 
(iJC(0)6BBGgo fflGga{3)B)1eJ2o G(U)Oe6i/,jafflci^jc03Ggo araoQxxsceaoad 
(3ra)Oj(aj|a(ij§2ace306ne2gg(5)jo Gffl(38oj1ejocrDo oj^<9(3)fflmo(3T3) 
(3)jfflO(!Q) ffl6mlGC!3)o^auoje6iC/3 ar)1a(n)1c0ajcm(3)O6no. memi 630^(3)^ 
oj<p1 G(iO0O63B(^ (aTdjOJcajiaajgjaeeioaisjgg (3raG(iJc9iii<9)(98 ^ro 
aO(io1cro1(33 2-12-2013-00 ffl2o3(iJ ce>1§1oQ)1a1c6a6mo. (3)0fflCTu1^j 
(ft.1§jcm ffl6nolG(!Q)0(3ai)02ee3(93 cnlacrolceajcmioioeTio. o^neiocru 
Gdoooo aa<9)ffloooo3 (ijos1mo(3i3){3)2o aalcsaaS (aras^ (3)j<fl) 
(3)1a1^2<e3l§2cm(3)jam. (oioacrul^jeOilgjcm 3^neJOC3)jo9ja3 
(X3)oa{3)oaj ajoaemojcaoojjo croilajalaajonooim. <fl)jsj(3)(o3 
oj1oja633c/3 tdooiifoi®! 3loJcro63Bg1(o3 goo arajnolcrulaS cnionjo 

ejelcoajcno (3)06130. 


Specifications 

CPR/Defibrillation Training Manikin 

1. The Manikin should function with manual 
Semiautomatic and automatic Defibrillators. 

2. Should have complete CPR capabilities. 

3. The arrhythmia/pacing simulator recreates more 
than 15 Adult Heart Rhythms and more than 15 
Peadiatric Rhythms. 

4. Should have complete load box, arrhythmia 
simulator box CPR Adam Manikin with Defibrillation 
Skin. 

5. Should have disposable lung, airway systems, 
mouth and nosepieces, appropriate adaptors and 
a soft carry case. 

Tender Schedule 

1. The period for which the rates to be in firm— 
one year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and for free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be reftmdable imder any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala non-Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts 
drawn in favour of the Principal, Govt. Medical 
College, Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 


11. Belated tenders will not be considered under any 
circumstances. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not he considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers & witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notice 

17. Tender will be opened in the presence of the each 
of the tenderers or his authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working time. 
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No. C8/23289/2013/MCT. 19th November 2013. 

Sealed competitive tenders in the prescribed 
pro forma are invited for the purchase of the following 
items required for the Professor & Head, Anaesthesiology 
Department, Government Medical College Hospital, 
Thiruvananthapuram. Tender should be superscribed, 
tender numbers and addressed to the Principal, 
Government Medical College, Thiruvananthapuram, 
Pin-695 Oil. Details can be had from this Office on 
working hours till 3.30 p. m. 

Tender No.—194/2013. 

Details of items and quantity—Defibrillator with 
Cardiac Monitor—1 No. 

Cost of tender form (Inclusive of VAT): 

Original —^ 525. 

Duplicate—? 315. 

Last date and time for sale of tender form— 

9- 12-2013, 3 p. m. 

Last date and time for receipt of tender form— 

10- 12-2013, 2.30 p. m. 


Date and time of opening of tender—10-12-2013, 3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage 
charge ? 50 is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this Office on or before 2-12-2013. 
No other forms of remittance will be accepted. 

(OTlffljojcncTOojjoo 6)fflajDl<66)ro8 eAoagslacnoscDjsnjcnrn^ 
raramcruecmcgnif^og^l (310)^00^21003) (!j)oe<p 

nJoasjorr) cruoaxnearaoS (ulOT)(asmo 6)iiJ(§/2anD(!j)1cn cnlaajlKj) 
(SnCOOcsKhlcoS 2i2(,3iu^ 6^r>ejocru2c03C/3 cftflrsml^jOo&oggjcmj. 
3^r>ejocrujcejo3 3(3nejocrD mcmesoosja&jsl mlioajlcjs) (iS)1(n)(!5)1<6S)j 
ffljodcJ (jjoo3, offlojolceffloS cscejoag^, 

(i5)1®j(uaDCTO)aJj(ao-695 011 ci®onD (lilejoarucsimItoS 
GtOfflenecmoeno. 

3(3neiocru 00001^—194/2013. 

fficno—ODlrmltsnilcBmga (ulcoim AodmUoaiOA (soiosmlg^— 
1 ti3)6n;^o. 

3(3neiocro Caooonjrijiteiog ailei (cnlajjonlcsDScOOo); 

C3iaqiJ(!38—? 525. 

—? 315. 

3a'^ocrd aoDooo oiloStsajoT) raiocuaruocn K»“loQ)cij)lQ3)jo 
cruaoffioijo—9-12-2013, 3 2ism1. 

3^'^ocrD Gcioooo crudcOjffllcOojoT) (araoicrDocn (mlooKmloffijo 
cruaoQxujo—10-12-2013, 2.30 oieml. 

3^r>ejocrD (tnjOcOojafT) OTiloQxinlaDjo ctookidoijo— 10-12-2013, 

3 aeml. 

3^'^0(ru G(i000633o 3 cij)ajoei1o3 emsnsoKS (3i3(X3)C!£»c0S)jaT) 
(OTlcnjernsne (mjA (? 50) raiacDlAaocnil c3iaQ3)0ffiG<66)GTie(i5)O6n3. 
3(3neiocTU Gcio00(310)16)0^ oilei B0ao1cn)l(o3 GcnralG§o asml 
630^(03(3 (sraiGcnio crDj1<ft,ffl1<66)janr)(3)osm. raiB^oexoxxsjgg n^mo 
raiBGaJoMicagjo cnlfflcn)l<os)jaT)(a)Osn3. GciOOOGOKnoosocjjo mjcra 
oJt(3)633GgO ffiGgS)(3)893lejJo GaJD0cftiiJS)aO^2<6jGg0 (3t3aO)(r»<SS)OCl3 
(3T3)aK«j,s),jj§js)<9)06Tie2gg(0)jo GBoSaileiocroo ai^aocnamooro) 
(OijfflOQO) ffl6mlG(n)oa(U)02cft.(33 cnlfflcrolaoffljcmoiosno. asml bo^cu)^ 
OJ<p1 Gci£i 0O63B(33 (3ra)(Ua3i6)(jJ§J6)<S306nejgg (3raGaJ<6il1<6ia3 ^03 
BOcio1(n51(o3 2-12-2013-cn aja3oJ cedglooilffllcoaemo. (oioaorul^j 

c9>1§janD m6mlG(iJ)oa(U)02<9)C/3 cnlfflcmlooojonrxtnosm. 3^'^ocr6 

GrUOOOo OBcOaffiOGOOd fiJ0Slm0(3r3)(3)^o BO1 c66)(03 (3135.^ (OI^B^ 
(3)1 o1^j<6j1§j 000(3)jam. (3)oa(n)1^j<ft,1§jono 3a'^ocruj<eja3 
(n)06)(3)0®j BjoasmoioBoeijo cn)j1<ft)ffl1<66)2aT)(3)m. <ft,2Sj(3)(38 
(u1(iiffl63Ba3 CnJai^(3i3)1 3l(ucn)633g1(o3 ^09 (3T3)n£i1(n)1(o3 oolonojo 
eielcoajcm (3)0603. 

Technical Specifications 

Defibrillator with Cardiac Monitor And Pacing 

1. Biphasic, Manual and AED with Voice Prompt, 
compact and light weight. 

2. Energy selection 5J to 200J in steps. 


3. Momentary energy selection access on front 
panel. 

4. Should have adult and pediatric paddles integrated 
on same handle. 

5. Momentary charge key on front panel and on the 
apex hand. 

6. Monitor should display selected and delivered 
energy. 

7. Should have disarm facility. 

8. Should have pacing and synchronization mode. 

9. Sync message should display in case of selection 
of synchronization mode. 

10. Energy should be delivered within 30ms after the 
detected R wave in synchronization mode. 

11. Charging time maximum, 5 sec. for 200J. 

12. Should have battery back up for 50 discharges of 
2001 

13. Should have ECG inputs through paddles or 3 lead 
cables. 

14. Should have display for selected ECG input source 
(I, II, III, paddles) 

15. Lead off message should appear with alert tone. 

16. Amplitude gain of ECG waveform should be 
adjustable. 

17. Should have display for heart rate. 

18. Should have alarm for high and low HR with a 
provision for alarm silence mode. 

19. Should have an inbuilt thermal recorder. 

20. Should have enable/disable option for printer. 

21. Should supply along with pacing cable with pad: 

22. Should operate on mains 230V, 50Hz. 

23. Should have safety certificate from a competent 
authority CE/FDA (US)/STQC CB certificate/STQC S 
certificate or valid detailed electrical and functional 
safety test report from ERTL. Copy of the 
certificate/test report shall be produced along with 
the technical bid. 

24. Additional Accessories 

1. Pacing pads-10 Nos. 

2. Jelly-2 bottle 

3. 12 roll of thermal paper. 

Tender Schedule 

1. The period for which the rates to be in firm— 
one year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and for free delivery at the department 
concerned. 


3. Advance payments conditions will not be 
considered. 

4. Tender forms are neither transferable nor the cost 
of it will be refundable imder any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala -non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts 
drawn in favour of the Principal, Govt. Medical 
College, Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders imsealed, imsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered imder any 
circumstance. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers & witness wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specification confirm to 
the requirements in the tender notification. 

17. Tender will be opened in the presence of the each 
of the tenderers or his authorized representatives 
who may present at the time. 

18. More details can be had from this office on 
working time. 
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No. C8/23291/2013/MCT. 20th November 2013. 

Sealed competitive tenders in the prescribed 
pro forma are invited for the purchase of the following 
items required for the Professor & Head, Anaesthesiology 
Department, Government Medical College Hospital, 
Thiruvananthapuram. 

Tender should be superscribed, tender number and 
addressed to the Principal, Govenunent Medical College, 
Thiruvananthapuram, Pin-695 Oil. Details can be had 
from this Office on working hours till 3.30 p. m. 

Tender No.—196/2013. 

Details of items and quantity—Portable Ultra Sound 
Colour Doppler Echo Cardiography System (Laptop 
Type)—1 No. 

Cost of tender form (Inclusive of VAT): 

Original—? 2,310. 

Duplicate —^ 1,155. 

Last date and time for sale of tender form— 

9- 12-2013, 3 p. m. 

Last date and time for receipt of tender form— 

10- 12-2013, 2.30 p. m. 

Date and time of opening of tender—10-12-2013, 3 p. m. 

Tender form will be sent through post if required 
provided due amount with sufficient postage 
charge (? 50) is sent by way of Money Order in favour 
of the Principal, Government Medical College, 
Thiruvananthapuram, Kerala State, Pin-695 Oil. Money 
Order should reach this Office on or before 2-12-2013. 
No other forms of remittance will be accepted. 

(mlajoJcncTOcijjao offlojel csaaS cscftiOGgslaej 
raiacncrDGsncnadiogKiT ojcft.j(jj 1 eejc 06 ) raidjQjoaifflooQ) a)oas> 
oJOQffljoT) 0000)00631303 aj1(3)a6mo Oijj(^jaD(3)1oD ODloajIa) 
GnOooaraOaS 3anejoaruj<ft.o3 oMjeml^jacejOggjaDj. 

3 ( 3 fiejooru 2 <ft.c^ 3 ^nejocru o)omGaosj<a)js 1 oolosula) OT) 1 <xj)a)l<e 6 )j 
ffljodoJ (.nJla3arul(jjoa3, O( 2 iajol<a 6 )a 3 Stftioeg^, OTTlajajODOOTojjao 
-695 oil (10000 oilejocruaroilaS ci0aiRS)l.yia1ec66)6rEa)OGm. 

3(3fiejoorD ooooj^—196/2013. 

oruoa)OD63i3g20s Gniajo (i06rT^aijo—GnJ0^§Gru1a8 csraoStso 
orumene <ft.g^ aojoocji^ ^Ccoao aOiO^ojolGOffiOCOiOnDl orul^o 
(ei0(iJCS0(^ ®®S(^)—1 (i®srr)o. 

3a'^ooPD Gcioooaratoi^ ml&j (onltOijailorosceao):— 


(3iaci33a3—? 2,310. 

ODalrytOs^oJ-^ 1,155. 

3a'^oord GciDooo oilaStsajono raaojoruoon ailomailcnijo 
oruaoffioijo—9-12-2013, 3 ffleml. 

3^'^oorD Gcioooo orujItOialceajom areaiorDooo ailcoxoiloffijo 

OrUfflOQXUJo-10-12-2013, 2.30 ffl6m1. 

3^'^oor6 OT)jO(66)jonD ailoffiOTiloffijo orofflooxujo—10-12-2013, 

3 aeml 

3^'ieiocru GdOooesBoS aioioeilaS eoiGnsoKS raatxjKiiScOojom 
OTilonjeaierie aijaOi (? 50) raiaculaOiaocnil c3ia(n)(s»G<6ffl6Tiea)06n3. 
3(3r>eioord Cdoooaimloo^ oflei BOaolorulaS GooalG§o aeml 
630^00(3 c3ra)G0Q)o omj1(ft,a1(6ajono(3)06no. raamoaaiQffljgg (i0mo 
(3T3GaJ<Md(ft)gjo ODlaorDl<s6)2oma)OGrn. GciOOOG(3ra)oeso.jjo fflj(.3 
aJl.a)633Ggo fflGgeaiBilejjo ccu)Oc03ijfflfflci§2<e3Ggo (3i3<n)od)<a6)oo3 
(3Ta)Oiaaj,ffl,jj§jo<ft,06Tie2gga)jo GaaSoileiooroo oi^floaimmoara) 
aijfflooa) ffl6mlG(n)o^njDojc83o3 oolaorulooajomaioGrn. aeml 630^nju^ 
(U<p 1 Gn£ioo63BC/3 (3i5iOjaaia(jj§ja<S306nejgg (3raGciJ<6iii<6ia3 
630ciO°lcrula3 2-12-2013-06 ajoSnJ co/lgloonalcooemo. aioaorul^j 
cOi1§jonD a6mlG(n)oaajL)02<9)a3 oolaorwIoOojonoaioGm. 3^'^oor6 
Gnoooo aaoOiaooood njoslmoaroiai^o 63a1(6aa3 coas.^ ai^tOi 
ailal^jcOilgjonoaijam. aioaorul^jailgjono 3(3'ieiooru2caio3 
OQ)Offl(3)oaj (Oioaemoioaoeijo omj“l(e)a1(ea2oma)m. <ft,2Sja)a3 
011(11363303 t(iJm^(0T3)1 3laiorD633g1a3 (3K3)ni3lorula3 oolomjo 
eielcoeijonn 3)0630. 

Technical Specifications 

System Specification: 

• State-of-the-art and all digital beamformer general 
purpose Portable Ultrasound colour Doppler 
Echocardiography System. 

• System weight:less than 4.5kg. with battery and 
one transducer. 

• Should have minimum 10-12 inches LCD screen. 

• System and all regular probe should withstand 3 
feet drop to overcome accidental drops. 

• System should be Spill proof and fluid resistant for 
easy to clean and disinfect. 

• Architecture: All-digital Broadband. 

• Number of Channels: 128 channels or more. 

• Dynamic range: Up to 165dB 

• Gray Scale: 256 shades. 

• Should have Dual imaging. 


• Should have Zoom capability. 

• Should have Dynamic range & Gain. 

• Should have S-Video (in/out) to VCR or DVD for 
record & playback. 

• Should have RGB or DVI output to external LCD 
display. 

• Should have Composite video output (NTSC/PAL) 
to VCR, video printer or external LCD display. 

• Should have Audio output. 

• Should have Integrated Speakers. 

• System operates via battery or AC Power. 

• System should be compatible for TEE/TOE, LAP & 
SLT and should support both in A/C Mains and in 
Battery. 

• Battery backup 2 to 3 hours on fully charged 
condition. 

• Rechargeable lithium-ion battery. 

• AC: Universal power adapter, 100-240 VAC, 50/60 
Hz input, 15 VDC output. 

• Off to on time 12-15 seconds. 

Imaging Modes & Measuring Tools: 

• 2D/Tissue Harmonic Imaging (THI)/M-mode. 

• Velocity Color Doppler/Color Power Doppler. 

• PW/PW Tissue Doppler (TDI) & CW. 

• Sono MB-Multi beam Imaging, Sono Res Speckle 
reduction imaging. 

• 2D: Distance calipers. Ellipse & manual trace. 

• Doppler: Velocity measurements. Pressure half time. 
Volume flow calculation. 

• M-mode: Distance & time measurements. Heart rate 
calculation. 

• User-selectable text & pictograms. 

• User-defined, application-specific annotations. 

• Biopsy guidelines. 

Transducers: 

• All light weight and Broadband, Multi frequency 
Probes. 


Linear Array 13-6MHz, Curved Array 5-2 MHz, 
Phased Array cardiac 5-1 MHz & ICT 8-5 MHz 
(Obstetrics, Gynaecology). 

User interface & Remappable controls: 

• Should have Soft keys to drive advanced features. 

• Should have Alphanumeric QWERTY keyboard. 

• Track pad with select key for easy operation & 
navigation. 

• Should have capability to store 10,000 still images 
or cine loop/clip storage not less than 500 

(of 6 seconds clips) 

Should have calculations*: 

• Cardiac: 

Complete cardiac calculations package & patient 
report including: ventricular, aortic & atrial 
measurements; ejection fraction, volume 
measurements, Simpson's rule, continuity equation, 
pressure half-time & cardiac output. 

• Vascular: 

Diameter/ellipse/trace measurements, volume, volume 
flow, percent diameter & area reduction, Lt/Rt CCA, 
ICA, ECA, ICA/CCA ratio, time average mean (TAM), 
peak trace, ICA/CCA ratio, angle correction, patient 
report. 

• OB/Gyn/Fertility: 

Diameter/Ellipse measurement, volume, six follicle 
measurements, estimated foetal weight, established 
due date, gestational age, last menstrual period, 
growth chart, user-defined tables, multimple user- 
selectable authors, ratios, amniotic fluid index, patient 
report. 

Tender Schedule 

1. The period for which the rates to be in firm— 
one year. 

2. The rates should be inclusive of all taxes, 
otherwise tender will be rejected without any 
notice and free delivery at the department 
concerned. 

3. Advance payments conditions will not be 
considered. 


4. Tender forms are neither transferable nor the cost 
of it will be refimdable under any circumstances. 

5. Tenders are to be sent with details and illustrated 
pamphlet (wherever necessary) neatly typed. 
Manuscripts should be avoided as far as possible. 

6. Tenders should be accompanied with a formal 
agreement executed in ? 100 Kerala -non Judicial- 
Stamp Paper together with required sum of Earnest 
Money Deposits. 

7. Earnest Money Deposit (one percentage) of the 
total cost of the articles quoted for can be 
remitted by way of crossed Demand Drafts 
drawn in favour of the Principal, Govt. Medical 
College, Thiruvananthapuram. 

8. Firms will be exempted from furnishing Earnest 
Money Deposit if they had produced the duly 
attested copies of relevant certificate along with 
their tenders. 

9. Tenders unsealed, unsigned or submitted without 
superscription as specified are liable to be rejected. 

10. Tenders submitted with insufficient Earnest Money 
Deposit will not be entertained. 

11. Belated tenders will not be considered imder any 
circumstances. 

12. For Medicines, Surgicals and Materials, samples 
should be submitted along with the tender. Tenders 
without samples will not be considered for 
selection. 

13. Tenders should bear the signature and full postal 
address of the tenderers & witnessess wherever 
necessary. 

14. The undersigned reserves the right to reject any 
tender wholly or partially without any prior 
information to the tenderers. 

15. Specifications of the items are given in the list. 

16. Negotiation will be made only with the firm 
offering lowest price whose specifications confirm 
to the requirements in the tender notification. 

17. Tender will be opened in the presence of each of 
the tenderers or their authorized representatives 
who may present at the time. 


18. More details can be had from this office on 
working hours. 

Government Medical College, (Sd.) 

Thiruvananthapuram. For Principal. 

TENDER EXTENSION NOTICE 

No. C/2752/2013/DCK. 11th November 2013. 

The tenders for the supply of Automatic X-ray 
Processor & Extra Oral X-ray Machine, Implant materials 
for OMFS, invited as per Tender Notice No. C/2135/2013/ 
DCK, dated 19-9-2013 is rescheduled as shown below to 


Government Dental College, Kottayam. 

SI. File Numer, Tender Number, Cost of 

No. Name of Items with tender forms 

Quantities ? 

1 C/2135/2013/DCK—27/13—Automatic 

X-ray Processor—1 No. 624 

2 C/2136/2013/DCK—28/13—Extra Oral 

X-ray Machine—1 No. 832 

3 C/2752/2013/DCK—39/13—Implant materials 

for OMFS 416 


Last date of receipt of tender by Money Order— 
30-11-2013. 

Last date and time of sale of tender form— 

17- 12-2013, 3 p. m. 

Last date and time of receipt of tender— 

18- 12-2013, 3 p. m. 

Date and time of opening of tender—19-12-2013, 
11 a. m. 

Other conditions remain the same. 

(StftiO§OQ)o a)Qj6n36)fflo§" nouagtoS csoBjOGg s1cej<6a 
rarajoj 00^ 210 03) goj a em eangjo 6)2ig1 al 03) ejj a^gjo 
aj063T3jaDa)1cnooQ)1 i9-9-20i3-«53 cru1/2i35/i3/ajo1.cru1.6)t0j. mcnjalaS 
njacru^aajsjasrtnloffilajoT) aseneojcaiglaS oseng^ mom^ 
27/13, 28/13, 39/13 a)JS63I3l03) fflSenSOJcSjgjaS a)”loa)a)1o3)jo 
crt)2i03)QJ2o aiofflip oJO03)2o(,aJ<a)0ao nJ2cr)8C<ftii2lce3a1^1a1<66)2aD2. 

t<9)2i ciOOffiaS cncmajo o^nejocru cncmajo o^'^oonB 

cncrud gmoilajaajjo cuoooaTijilfflog 

oilej (?) 


1 C/2135/2013/DCK—27/13—B0a§02l0g1c^ 

ng)AcrDao —1 624 

2 C/2136/2013/DCK—28/13—n®c&crDl.S0 SOOaS 
ng)o&cruGO ffl2inii°la3—1 


832 







3 C/2752/2013/DCK—39/13—ffiocjjoag'' eagloloaxoScm 

CBdDO^ a.ag)o.n0nD.n0OrU. 416 


izistdI orujItftiOltBojaT) raraajcruocn Rnldsccnl— 

30-11-2013. 

3^'^ocrD an£iooo ajIroSoOffljoD (graoiaroocn (tnlooxOTloKjo 
croffloaiaijo—17-12-2013, 3 aiGml. 

3(3'^ocru anDOOo cruj1<0)(al<6fi)jaD (aiaajcruocn roiloaxintojo 
CrOfflOffiOJJo-18-12-2013, 3 fflSlDl. 

3^'^0(ru dciDooo OT)jOc06)jaD (oiloaiOTiloKjo crufflcffiojjo— 
19-12-2013, 11 fflsml. 

mg aj^ajcruccfeglraa 2 iog 2 fla. 

Government Dental College, (Sd.) 

Kottayam. Principal. 

SHORT TENDER NOTICE 
[No. Ol/CONTSR/2013-14] 

No. S1-767/2013/CONTSR. 11th November 2013. 

Sealed tenders are invited for the supply of 
Models and Manikins for Maternal and Child Health Lab 
of Govt. College of Nursing Thrissur. The envelop 
containing the tender should bear the Superscription 
“Tender for the supply of Models and Manikins for 
Maternal and Child Health Lab of Govt. College of 
Nursing, Thrissur” and should be addressed to the 
Principal Govt. College of Nursing, Thrissur-680 596. 
Last date for receipt of tender will be at 1 p.m. on 
18-12-2013. Late tenders will not be accepted. The 
tenders will be opened at 3 p. m. on 18-12-2013 in the 
presence of such of the tenderers or their authorised 
representatives who may be present at that time. The 
cost of tender form is ? 400+VAT and that for duplicate 
copy is ? 200+VAT. The tender form is not transferable. 
The additional amount of ? 50 is to be sent by money 
order if the tender form is required by post. Further 
details can he had from the office of the imdersigned. 

cn(usnfl6)i2ci^“ cmpcrolocn c<ft,OGgs1ceJc06) 
(318)0103^12000) mocr)1<6j1ci3crujo (S(2ocu)ej2ce>gjo cronai^ 

(3)1(0000)1 (sx^/oojggojoloScolorojo i22(.30i.y 3(3nejocn)jcft.c^ 
<0iaiGm1^j6)ce>oggj(mj. 

3(3nejocro gggs<6S)o OijJOfflia) cSjOJoloDjffljoSjglioa “o^'^ooru 
(0(01^ 01/2013-14/(0)1. a. 0003. si. r>3)(n). (3ra)(3.” n^ono 
(B(a61JQiTjS2G(3I3)Sn3(3)Jo [."Jl(l3(0)1 (jjOC/3, (/)(U6n3ai2(1^'' (Sc&OIBgS 
aotiD (o<p(rDlocn“ i2jgffi3j(m(m3)jcft.0(iJ-680 596 n^oro 

(Ulei 0(0) (313)1(03 18-12-2013 fflOOllaOJ 11 l2 6m1<6ffljmj(OJ 

aa)(3ro)1.y2(3)(B(a6ne(3)2o ota/aijonDj. 3(3nej0(O)2cft.c/3 18-12-2013, 
3 i26m1c60 6m(ojoaijj§(uojos (0)oorT)1faui(or3)1(o3 (3)jo<66)j(m(3)06no. 


oS'iejoard (S(iiooo(3i0)1a(i§ mlei ? 450. ojoijcjiliBcOffld (Scuooo 
(0T0)1a(1§ (Ulei ? 225. GoDOOo (Ul(03ijJ(r) (31301 (0)0 (nlcBOJOfO 
(3)l00)(3)1 17-12-2013, 4 ffl6m1. Q001<ft,1<e6)1§J(m 3a'^0(O)J<6j(/3 
ao)oa(3)OOj c&ooemoiaooeijo (O)i1ca>o1<66)j(TD(0)a. ce3jsj(3)(o3 
oil 01(3 633 03<6a a Oa£l 1(0) 2 120 00)1 (.nJ31(3(010)l3lO1 (O) 633 g1(03 
6m(ru)aajS2<6j. 


Specification 

SI. 

No. 

Name of item with specification 

Qty- 

Required 

Nos. 

1 

Cervical Dialation Simulator 

Size-15'/2 X 14/2 X 4 / 2 , 13.6 lbs, no. 
dialation, 2 cm., 5cm., 7cm., 10cm. with 
full effacement 

1 

2 

Advanced Newborn CPR 
training manikin with light indicator 
for correct and incorrect Artificial 
Respiration, Compression 

1 

3 

Fetal skull-original 

5 

4 

Female pelvis-original 

5 

5 

Cervical Cap (temporary contraceptive 
method) 

1 

6 

Diaphragm 

1 

7 

Female condom 

10 

8 

Android pelvis 

1 

9 

Anthropoid pelvis 

1 

10 

Pletypelloid pelvis 

1 


General Conditions 

1. Advance payment will not be effected for the 
supply of items. Payment will be effected only 
after installation and satisfactory functioning of 
the equipments. 

2. Minimum warranty for 2 years which will 
commence from the date of satisfactory functioning 
of the items. 

3. Details of supplies made elsewhere should be 
furnished. 

4. The rate offered should be firm for a minimum 
period of 5 months from the date of opening of the 
tender. 

5. The item should be delivered at the department 
concerned of this college. 






6. The pamphlet/photograph of the equipment should 
he enclosed with the tender. 

7. The prices should be quoted in Indian rupees. 


Government College of Nursing, (Sd.) 

Thrissur-680 596. Principal. 

TENDER NOTICES 

( 1 ) 

No. S2/6460/2013/IMCH. 23rd September 2013. 

Sealed tenders are invited for the supply of 
Combined NIBP and Pulse Oximeter Machine—3 Nos. 
Institute of Maternal and Child Health, Medical College, 
Calicut-8. List of items can be had from the office of imder 
signed during office hours any working days. Envelope 
containing tenders should be suprescribed with tender 
numbers or indicated in the statements below and should 
be addressed to the Superintendent, IMCH, Medical 
College, Cahcut-8, Kerala. The tender must be submitted 
in sealed cover. Tender will be opened on 18-12-2013, 
11 a.m. in the presence of such of the tenderers or their 
authorized persons who may be present at that time. Late 
tenders will not he accepted. 

Intending tenderers may on application to the 
Superintendent, IMCH, Medical College, Calicut, Kerala 
will obtain the requisite tender form in which the tenders 
should be submitted. Application for tender forms should 
be accompanied by the cash remittance as noted below 
for a set of tender forms in which will not be refimded 
any circumstances. 

The tenders should under take the responsibility for 
the intimate service even if any change in the dealer ship 
of the product supply. 

The tender forms are not transferable. Charges, 
Postage stamp, drafts etc., will not be accepted towards 
the cost of tender forms. Tender forms will not be sent 
by V.P.P. Tender should be accompanied by EMD 
amounting to 1% (Rounded to next 1 Rupee)of the total 
cost of articles tendered for. The tenders not accompanied 
by sufficient EMD will not be entertained. 

Approximate cost is —^ 2,40,000. 

Cost of tender forms (including tax): 

Original —^ 416. 

Duplicate —^ 208. 

If sent by post (postage charge)—? 50. 

Closing date and time of sale of tender forms— 

16- 12-2013, 3 p.m. 

Last date and time of receipt of tender forms— 

17- 12-2013, 5 p.m. 


Date upto which rates are to be firm—30-9-2014. 
Specification 

Further details can be had from the office of the 
imdersigned duly office hours on any working day. 

The undersigned has the right to postphone/cancel 
the tender without ftufher notice. 

<j(6€)os 6)21 odI c8S)roS Gtft>ocg^ 210®)^ oaloaj 

cruoa<9iii6m Gcft)Lci3®KS)1eeJc6e c3i5)aiaa_^2iooQ) cajoacmadnaj cnlGnj 
( 3 Td)Ci§'' rjc/ 3 cru B 0 <£bcrul 2 i 1 g^ 02 ioad 1 a 3 3 tigtsTKo oilcijifflemo 
cnIimnOT) enDoorartnloS 2ijt3aJ^ 6)S6neoj<a>a3 
caaj6m1.a-|iOtftiOSSKrm. acSneiocru (3ias<as)o tSiajoIcnj 

2 ij<a>g 1 (o 3 ra^'iejocrd cncm^ goj) eneaijo crujtnJsns, 

2iO(!j)4aa1cra2 crooffloSiidsm GcSitmo, CoBiO'pletaaos-B, GcftiOgo n^cm 

ojlejocruraTinlroS c 3 ra<i».y 1 ffl 1 Co 96 ) 6 reOT)j 2 iosrn. a^nejocru 2 <a>a 3 anoaip 
Giij^rotg)1si33 CiJ)l 0 Q)(! 5 )lQQnejJo Cr 02 KIJ)(! 3 TiJ)Jo ( 3 TdacTj 0 C /3 ciDOSOOd!)! 
S133 B^neiocru cro2i^cTjl^aj026)scoQ)o, caiaoj^ •3jj2i(i5)ej6)(jjsjm)l 
cD)1§2gg (i®s(i^j2iooj6)sc(n)o cruocmlfiojiOTtailraS 18-12-2013-00 
(tnIcQKtnl 11 2ism1(S6) OTijOcsajcmccnoem. aocuajl cfl> 1 §j(Tn 
njalcnsmlcBojanDonm. 

3 ( 3 'ieJ 0 crd cru2ia(jj1 < 60 j ojoaS aioej oj a^ aj gg 
n®o. (nil. SOnOTcrulaS ( 3 I 3 Cr>JcMd 1 < 66 )JOnDaJt 0 iHo 

raraimaa^ffiotn) aafiejocru Gaooo63i3(^ aioaip aAosjaimlalasojaT) 
taJ<fl>oao caras^oosS eje1<66)jaT)®)osnD. a(3'ieJ0(ru Cnoooo 

fflOo&mooo fflujtg/oad tuosjggaim. ffli 3 jc 06 )j<fl.a 3 , GoJOGcrgs 
crgocTU, (.cmocidg ngonDloj a(3nejo(ru CciOooaToilfflog oilmooiocsDl 

cruj1<6ja1c06)jonD®)m. 3(3nejo(rD Cooooo ail.njl.ojl. caraitnil 

raiassiaS otiJcSj—? 2,40,000. 
m 1 a®)t. 3 ajj| 0 —osene^ anjcOjOQijos 1%. 
a^neiocru GtiDoomilfflag oilej (cn1cft.2OT)l cronolaio) : 
aracr^aa—? 416. 

nJ< 63 ( 3 nJ-? 208 . 

aa'^ocTU GoODOo aj 1 m 3 < 6 ffla(jjsjaT) caraojcrDocr) ailcniailcHijo 
crumoQiojjo—16-12-2013, 3 meml 

3 ( 3 <^ 0 (ru Gcioooo cruftcft.a1<602aT) aiaojcmocn ailcniancnijo 
crumiaiajjo—17-12-2013, 5 meml. 

a^nejocru cDla<6o (.nJosEnm^aisileilalGoOfflene roinajiail— 
30 - 9 - 2014 . 

tftijsjajiaa ailQjaeaaaa ipJOj^aisil crufflooiaiin ffioo aormlcroloa 
( 3 TaGcnjo 3 dl.yo ®3 araoloaioaijcmaioern. ossre^ cnsaisItOjoa 
ffljcmolcnil^lmooa) cnlglaojOKcBojanDailGmo, cr) 1 ( 8 OTJ)l oojcxSoOojanD 
ailGcno ggg ( 3 i 3 a)lcft.oao crujtnJenelaS mltftiinnjajifflosrn. 

( 2 ) 

No. S1/5847/2013/IMCH. 21st October 2013. 

Sealed tenders are invited for the supply of B-Type 
Oxigen Cylinder wtih FM and Stand unit-1—15 Nos. in 
Institute of Maternal and Child Health, Medical College, 
Calicut-8. List of item can be had from the office of 
under signed during office hours any working days. 


Envelop containing tenders should be superscribed with 
tender numbers or indicated in the statements below and 
should be addressed to the Superintendent, IMCH, 
Medical College, Calicut-8, Kerala. The tender must be 
submitted in sealed cover. Tender will be opened on 
18-12-2013 at 11a.m. in the presence of such of the 
tenderers or their authorized persons who may be present 
at that time. Late tenders will not be accepted. 

Intending tenderers may on application to the 
Superintendent, IMCH, Medical College, Calicut, Kerala 
will obtain the requisite tender form in which the tenders 
should be submitted. Application for tender forms should 
be accompanied by the cash remittance as noted below 
for a set of tender forms in which will not be refimded 
any circumstances. 

The tenders should under take his responsibility for 
the intimate service even if any change in the dealership 
of the product supply. 

The tender forms are not transferable charges. 
Postage stamp, drafts etc., will not be accepted towards 
the cost of tender forms. Tender forms will not be sent 
by V.P.P. Tender should be accompanied by EMD 
amounting to 1% (Rounded to next one rupee) of the 
total cost of articles tendered for. The tenders not 
accompanied by sufficient EMD will not be enterained. 

Approximate cost is —^ 98,625. 

Cost of tender forms (including tax): 

Original —^ 420. 

Duplicate —? 210. 

If sent by post (postage charge)—? 50. 

Closing date and time of tender— 

16- 12-2013, 3 p.m. 

Last date and time of receipt of tender forms— 

17- 12-2013, 5 p.m. 

Opening date and time of tender— 

18- 12-2013, 11a.m. 

Date upto which the rates are to be firm—31-12-2014. 

Further details can he had from the office of the 
imdersigned duly office hours on any working day. 

The undersigned has the right to postphone/cancel 
the tender without further notice. 

G<ej0<p1 G<66)os 6)21001 c06)ro3 c<ft,0(sg^ 2i0OT)^aa1aaj 

cruoOcMdsm c<ft,(.03roimlcg&jcee) caraiaj2io(n) 6nj1.s)6)Sa| 
aoa&orul^aS (ru1ejl6ns(3 ojltmo) ng)o. 

C!3)j6m1g-i-i5 <1061010 ojIcOToemo cnlosulas) 

CciD00(513)18)3 2iji.30J.y 6)S6nsoj<ft,a3 aa)6m1ii-|)6)Aoss)afT)). 
3(3oejocrd arasaao 6)iiJ^jaT) <S3OJ0lcnj2ij<ft)g1(D3 ra^oejocru 
mcnja a0<pj(S(3)6ne(3)jo cmjtoJens, 00(3)^031(8)^ cruoOoSAiem 
(Sce>0<Pl(S<66)0S-8, (ScftiOgo r>0OfT) (UleJO (TD (313)1(38 
(3i3(n)^1o1(s<66)sne(3)2ffl06m. ra^oejocrojAC/a (3)06)>p Ciija(3i3)1§jgg 
(3)1(n)(3)1(n)1ejjo, cruffl(n)(3i3)jo (3ra(Sajoa3 (ir)osoo(X2)1§jgg 3(3oejoanD 


crua^ijjl^ojojfflscoQio, (3130 j( 3 (3) ej fflijj sj (313)1 

(n)1§jgg (i0^o^jfflooj6)S(B(n)o (n)0(m1fiui(3i3)1o3 18-12-2013-00 
(3)1(!a)(3)1 11 aemlcBO (3)2Oc06)j(m(3)O6m. 6)6)<Uc9>1 .eUgjorn o^oeio 
crujAC^ oj(8lo)6m1<66)j(m(3)m. 

3(3oejo(n)' crua^ajl < 66)2 ojo(i3 {3)oej rj oj, aj gg oj^ 
6 )<i 0 . n 0 o. Crel. < 10 .^. aOnOl 00)1(38 (313(BnJc6i9d1t66)2(moJc6iilo 
aiajOJOsjiaooQ) 3^'ieJ0(rD (S<irioo633o3 (3)06)<p 6)<6>os2(3i3)1o1<06)2(m 
toJcfeooo (3)2<6> (3i3s.yo(38 eje1c66)2(m(3)06nD. 3^'ieJ0(ru Gnnooo 

e6)ca)aogo Oiij(^o(i3 nJOS2gg(3)m. 6)ijJ<a6)2<a)C/3, drijoecrgs 
(Tgocm, tUDOndg n0(TT)1OJ 3(3r>ej00ru (Bri£lOO(313)l6)(l§ <Ul&J(n)0<I»1 
crujicfeol<06)2000(3)m. 3(3nejo(ru (S<i£iooo (ij1.<ij1.<ij1. rarajooil 
(3i3(n)(xS<06)2(m(3)m. 

(313S®>(38 (3)2<a>- ^ 98,625. 

0Dl(3(3)t3(lJ^o—1%. 

3^'iejocro e<irioo(3i3)l6)a§ cifloj (od 1<032(3)1 oo)<io1(3)o) : 

(313CJ;^(38- ^ 420. 

<iJ<63^<y-^ 210. 

3^'iejoono G<i£iooo (ij1(38<e6)6)(jjS2ono raraojornooD (3)1(n)(3)1cn)2o 
cn)a(i))ru2o—16-12-2013, 3 a6m1. 

3(3fiejo(rd (n)j1<ft, ol <06)2000 raraojoroooo (3)1c!3)(3)1(n)2o 
00)000)0120—17-12-2013, 5 a6m1. 

3a'iejo(ru (3)2o<06)2ooo (3)1cn)(3)1(n)2o oo)a(!3)(iJ2o—18-12-2013, 
11 a6m1. 

3^'ieJOOn5 OOl(8<0O l.oJO611Jej^(313)1&j1o1(B<06)6ne (3)1Q3)(3)1— 
31-12-2014. 

<fti2S2(3)(08 Cin(lJ06313(/3 tpjm2,(313)1 0O)a(lQ)(31!» ffiOO a0<i£ll0O)1(38 
(313(SOOJn3d1.yO(38 (3130103)0(112000(3)0 6110. 6)S6ng^ OOS <iJ Sl <0308 
020000l(!0)1ijjlm06)(3) OOl§l6)(ll(I»<06)2OOO(3)1(SOOO, 001(8(313)1 6)(11(X»<06)2OOO 
(3)1(Booo ggg (313 cu1<03OOo oo)2i.<3J6ne1{38 oo1<03in<ij(3)ao6rri. 


(3) 

No. S1/5695/2013/IMCH. 24th October 2013. 

Sealed tenders are invited for the supply of HIV 
Card (P 24 Antigen detection method)—4800 (Quality 
Certificate for the Product to be enclosed) in Institute of 
Maternal and Child Health, Medical College, Calicut-8. List 
of item can be had from the office of undersigned during 
office hours any working days. Envelop containing 
tenders should be superscribed with tender number or 
indicated in the statements and should be addressed to 
the Superintendent, IMCH, Medical College, Calicut-8, 
Kerala. The tender must be submitted in sealed cover. 
Tender will be opened on 13-12-2013 at 11a.m. in the 
presence of such of the tenderers or their authorized 
persons who may be present at that time. Late tenders 
will not be accepted. 

Intending tenderers may on application to the 
Superintendent, IMCH, Medical College, Calicut, Kerala 


will obtain the requisite tender form in which the tenders 
should be submitted. Application for tender forms should 
be accompanied by the cash remittance as noted below 
for a set of tender forms in which will not be refimded 
any circumstances. 

The tenders should imder take his responsibility for 
the intimate service even if any change in the dealership 
of the product supply. 

The tender forms are not transferable charges; 
Postage stamp, drafts etc., will not be accepted towards 
the cost of tender forms. Tender forms will not be sent 
by V.P.P. Tender should be accompanied by EMD 
amounting to 1% (rounded to next one mpee) of the total 
cost of articles tendered for. The tenders not accompanied 
by sufficient EMD will not be entertained. 

Approximate cost —^ 2,77,201. 

Cost of tender forms (including tax): 

Original—? 630. 

Duplicate —^ 315. 

If sent by post (postage charge )—^ 50. 

Closing date and time of tender forms— 

11- 12-2013, 3 p.m. 

Last date and time of receipt of tender forms— 

12- 12-2013, 5 p.m. 

Opening date and time of tender forms— 

13- 12-2013, 11a.m. 

Date upto which rates are to be firm—31-12-2014. 

Further details can be had from the office of the 
imdersigned duly office hours on any working day. The 
xmdersigned has the right to postphone/cancel the tender 
without further notice. 

G<ej0<p1 G<66)os 6)maDlc06)ro3 aoKn^oaloaj 

cruofflaMdsm caraimaaifflooQ) 6)00. oil. 

<ft,0(3ajD (cJI. 24 (319)0^1^03 (UnOcSAIoS 6)ffle(3r3)ajD)-4800 n^spoo- 
csxjGmlp-i (cfejoglgl ©(a)g1cs3ilc0S)jonD cma§1ao1<es)g crDnolciUo) 
oj|(3)06mo 6)iij(^jonr)(3)1(jejc0a (riloaflcs) csnDoocmOTloS 
s)ssnsojcft.(;3 caia^eml^fflAoggjcmj. (3ir5s<e6)o 

<ft,(Uo1(r)ji2ij<6jg1(D3 3(3nejocTU cncnj(3 (i0<P2(3(a)sns(3)jo cmjCnJene, 
2io(3)^(/o1aaj (TDoOcMdem cacobo, a<a,o<p1(B<6fflos-8, (SAOgo n^om 
oilejocru(3r3)1(o3 (3ir9(n)^1(a1(B<s6)Gne(3)j(B06no. B^'^ocruj.ajaS ca)06)<p 
Giij(3(3i3)1si99 (a)1c!Q)(3)1<63g1ejjo cruffl(X2)(aiS)jo (3ra(SijjO(/3 
cma^oo(X2)1s)99 3(3<^oan5 crDmacjjl^aJOjfflscBcxso, 
©ijjsj(3T3)1(n)1§jgg o0KO§j(aooj6)S(SC!Q)o (ruoonr)1faui(3T3)1(o3 
13-12-2013-0O (3)1(n)(3)1 11 l2Sm1<6ffl ca)JOc0S)JOfT)(3)OSm. S)6)(lJ<an 
.algjoT) (3(3'^ocroj<ft,(A aj(a1a)6m1<66)jonD(3)m. 

3(3nejocru crua^ajl tsaj ojoo3 otiooj nj o 99 (u^ 
0(10. (100. crol. (10^. a0(io1cru1(o8 raracSdJtBiailceajoDdJcMdo 

(319)01(0^(20(0) 8(3neJOCrO e(iD0O63I3(/3 (3)0Q<P 0(01052(313)1(91(002000 
l.aJ(0iOfflo (3)2(01 (3195^0(38 01(51(802 000(3)0 000. B^neiOOTl) 
G(i£10O63T3(^ S)6)SilIlOOo 0iiJ<^OO3 (i10S2S2(3)m. 0(11(002(0103, 

(Bdioeijrgs (jgonu, Lnuoadg (i0ooo1(ii ra^'^oono (B(iOOO(3T3)10o§ 
(uleioKOdsI oo)i1(0iffl1(002(m(3)m. a^^ieiocru Goioooo ail.nil.dil. 
( 3 I 9 )(H )1 ( 3 I 9 (n)(I»( 002 OOO( 3 )m. 


(3I9SSi(33 (3)2(01-? 2,77,201. 

OOlffl(0)t(3(U^O-1%. 

B^neioooj (B(iiooo(3i3)l0o^ (ulei (od1(0i 2(3)1 cn)(ir)1(3)o): 
(319(1^(33—630. 

(iJ(0i^(y-^ 315. 

B^'^oono anOOOo (u1(33(000(iJS 2OOO (3190100)000 (3)1C!Q)(3)1(!3)2o 

cn)(aoQ)(U 2 o— 11 - 12 - 2013 , 3 120001 . 

B(3fieio(rd (rui 1 ( 0 i ol (802000 ( 319 ( 1100)000 (3)1(!3)(3)1(n)2o 
(n)(ac!Q)(U 2 o— 12 - 12 - 2013 , 5 meml. 

B^neioooj (3)20(002000 (3)1(n)(3)1(XJ)2o (n)(2<3a)oi2o— 13 - 12 - 2013 , 
11 I 20 TO 1 . 

B^neioono ao1®(00 i.nJO6oi^iroi!h1&il0l(B(006ne (3)1 qo)(3)1— 

30-12-2014. 

(0i 2S2(3)(O8 011(11(9631303 t<i-lfl12,(313)1 (rU(a(I!)(31!» ffiOO 00(10100)1(03 
(319(2001 (iad1.y0(03 (3i9o1 < 11 ) 0 (U 20 T)(3)0erh. 0 S 6 ns^ ODSnJs1(0ia3 
l22OOlOl(!O)1iijlmO0(3) OOl§l0(U(I»(002OOO(3)lGaOO, 0)1(3(310)1 0(11(X»(002OOO 
(3)1(2000 999 (3190)1(01000 Cn)21.(i16ne1(03 ao1(0iinnJ(3)l2O6nO. 

(4) 

No. S2/3036/2013/IMCH. 5th November 2013. 

Sealed tenders are invited for supply of 
Radiofrequency Generator (1 No.) in IMCH, Medical 
College, Kozhikode-8. List of item can be had from the 
office of the imdersigned during office hours on any 
working days. Envelop containing tenders should be 
superscribed with tender numbers or indicated in the 
statements below and should be addressed to the 
Superintendent, IMCH, Medical College, Kozhikode-8, 
Kerala. Tender must be submitted in sealed cover. Tender 
will be opened on 18-12-2013, at 11 a.m. in the presence 
of such of the tenderers or their authorized persons who 
may be present at that time. Late tenders will not be 
accepted. 

Intending tenderers may on application to the 
Superintendent, IMCH, Medical College, Kozhikode, 
Kerala will obtain the requisite tender form in which the 
tenders should be submitted. 

Application for tender forms should be accompanied 
by the cash remittance as noted below for a set of 
tender forms in which will not be refunded any 
circumstances. 

The tenders should undertake the responsibility for 
the intimate service even if any change in the dealership 
of the product supply. 

The tender forms are not transferable. Charges, 
Postage stamp. Draft etc. will not be accepted towards the 
cost of tender forms. Tender forms will not be sent by 
VPP. Tender should be accompanied by EMD amounting 
to 1% (Rounded to next 1 Rupee) of the total cost of 
articles tendered for. The tenders not accompanied by 
sufficient EMD will not be entertained. 


Approximate Cost—? 3.85 lakh. 

Cost of tender forms (Including tax); 

Original—? 840. 

Duplicate —^ 420. 

If sent by post postage charge—? 50 

Closing date and time of sale of tender forms— 

16- 12-2013, 3 p.m. 

Last date and time of receipt of tender forms— 

17- 12-2013, 5 p. m. 

Date up to which the rates are to be firm— 
31-8-2014. 

Further details can he had from the office of the 
undersigned during office hours on any working day. 
The undersigned has the right to postpone/cancel the 
tender without further notice. 

e(ft)Oip1eo9S)os 6)i2cu51(6S)«53 e<ft>o(sgs fflOKn^oaloaj (rooOcSiuem 
Gc&LfBroKS'TG&J'S® rarajOj00^0000) aocmlcoao t'UDla&jaacrul 
^cneog^ (i oilanrasmo 6)iij(§/2aT)aj)1(Bej<ea mlaajl®) 

(SciDOO«5rij)1(a3 a2i.3aJ.y fflssngojt&oa .aiiieml^jecejOggjanDj. 
oa'^ocru (3ias<ss)o o^'^ocru 

cncm^ ng)>P2(sa5)6ne(5)2o crujtnJsns, aoan^oaloaj cruoOtSiiiGm 
GcfetCBo, e<9)OS>1ec0S)OS-8, GAfflgo (ia)OT) Ojl ej 0 (TU ottoI (oS 
c3iaoQ)^1ale<66)6nsOT)jffl06rD. 3^neJocruj<9)C/3 (tnoo'p e^ij^cOTnlgjgg 
(3)”l<i!>(5)1(i»1ejjo crofflooxoriDjo raraecjjoaS noosaooailgjgg o^riejocm 
cruffl(3(Tj1^oja2OSGC!Q)0 raraoj^ jj^a(g)£J6)rjSicgtg)1(X2)1s^ss 
a®scigjaoajaseoQ)o cruocmlrauicariJilaS 18-12-2013-00 ot)1cq)(!J) 1 
aotuloej 11 fflsmlcsa OT)jo<66)jaT)(!j)osnd. aaaj<6j1c0S)1§jaT) 
8(3nejocroj<a>c/3 ojalcnGmlcSojonDBnm. 

3(3'^ocrD crua^ijjl <66)j ajoo3 8J)0«53^ a^ aj gg oj^ 
an^. 000. crol. o0.^. aooolcrdlaB caaGoJcftjintoa^cmoJcBndo 
carajojaaifflocs)) 3(3nejocru Co00063bc/3 ®)oa<p aAosjaranalosajanD 
(.oJcfcoao a5)j(ft> (3ias.yo«53 ejelteajcmsnoan. o^fieJocrD Cooooo 
aacftifflogo aojt^oaS ojosjggcmm. aoJcsajcac/a, oojoaags (0)3™, 
(.ODOaDO o^cmloj 3^'^ocrD eoDOO(3ts)1aag ojlej03)000)1 
(rujIcSjalcBajcmsam. 3^neJ0cru OoDooo ojI. ojI. ojI. (3T3)CH)1 

caiaoaxnSceajcma)^. 

carasaaS cotjcSj —^ 3.85 ejcMJo. 

aDla(a)i. 3 ajj| 0 —1%. 

3(3fiejocru CoDooaranaog oilm (cnic&jajjl ctdooIrdo): 
ao1s1(T)®3-? 840. 

ajDijcjjlGtoag —^ 420. 

3^'^oano GoDooo ailaStaaaojsjcm (araojcruom (a)1oQ)(a)1o3)2o 
CrUfflOQXUJo-16-12-2013, 3 fflahl. 

3(3nejocru oooooo croj1cft.a1(eajcm (araojcruoan (ailosxoiloBjo 
CrUfflQOXUJo-17-12-2013, 5 fflahl. 

3^nejocru cniacoa t'^osmeJiraraileilalecoaeTie onlooxail— 

31-8-2014. 

(OjjsjcaxoS oilojaeanc/a tf'-i'^J^taiail crufflooiaio) 
aooDlcmlaS (araccnioiil^oaS (araolooioaijanoOTioenni. asaie^ 
msoJs1<ft.c/3 ffljcmolcn)1 oj1 moao) cnlgloiooitBajarDOTilomo 


cnl^toirolajodiooajcmOTilGcno ggg carauilcOioao cmjtoJsnelaS 
oolcftadoj (0)00600. 

Institute of Maternal and 

Child Health, Govt. Medical College, (Sd.) 

Kozhikode. Superintendent. 

TENDER NOTICE 

No. S2/11396/2013/MCC. 1st November 2013. 

Sealed competitive tenders in prescribed form 
are invited from the manufacturers/authorized dealers for the 
supply of 300 MA X-ray unit with accessories to the 
Department of Radiodiagnosis, Government Medical College, 
Kozhikode, Kerala, India. 

The tender forms and details of tender can be had 
from the Office of the Principal, Government Medical College, 
Kozhikode, during working hours (Phone 0495-2350212). 
Tender should be superscribed with Tender No. and 
addressed below. The tender should be submitted along with 
an agreement executed in the Kerala Stamp Paper worth ? 
100 (Rupees One hundred only) and Earnest Money 
Deposit @ 1% of the total cost of the item tendered for. 
Stamp paper will be supplied to the firm outside Kerala on 
request along with remittance of ? 150 (Rupees One 
hxmdred and fifty only) by money order in favour of the 
Principal, Government Medical College, Kozhikode. Specimen 
copy of the agreement is annexed with the tender form. 

Rates should be quoted in Indian Rupees only. All the 
taxes applicable is to be clearly mentioned. Freight, 
Insurance, loading, unloading, erection and commission 
charges and installation should be home by the tenderer 
payment also will be made in Indian Rupees. 

The tender without required Earnest Money Deposit, 
agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is 
not transferable. Cheque, Draft, Postage Stamps etc. will not 
be accepted towards the cost of tenders form. Duplicate 
copy of tender form can be obtained on payment of cost. 

The tender will be opened as detailed below. Belated 
tenders will not be accepted. 

Superscription—^Tender No. S4/11396/2013/MCC for the 
supply of 300 MA X-ray Unit to the Department 
Radiodiagnosis, Government Medical College, Kozhikode. 

Estimated Cost —^ 6,50,000. 

EMD—1%. 

Cost of tender form—? 1,260. 

By post —^ 1,310. 

Last date and time of sale of tender form by post— 
16-12-2013, 3 p. m. 

Last date and time of sale of tender form—19-12-2013, 
3.30 p. m. 


Due date and time for receipt of tender—20-12-2013, 
11 a. m. 

Date and time for opening of tender—20-12-2013, 
11.30. a. m. 

Date up to which the rates are to be firm—31-3-2014. 

Person to be addressed for buying and submitting 
tender form— Principal, Government Medical College, 
Kozhikode. 

Special Conditions 

1. The brochure issued by the manufacturer in 
original should be attached. 

2. The firm should be arranged demonstration at 

his own cost if requested. 

3. Warranty: Minimum 2 years. 

4. AMC and CAMC: Minimum 5 years, AMC and 
CAMC rate (to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 

e<a>o>p1ao9S)os oaiajolteeraS (Scft.ocgsl6)ej aocuilGoaio 
ajDQKcaDocmlonB (n1eo(Xiti5irolG&i<so 300 ci®o.ng). r>3)<^cru(so ooijsmlg 
oilRDOsmo s)iij(^2onD(!j)1(seioffi<9ffl cn1(32i20(mo<96)g1«53 cdIcodo 
caiaoiffljos raraocnla&^OT) oilcnosmceaoffllioSaDlccnDO 
aKoSaruooailodolanojjaotn) 3atieio(ru2<ft,c/3 

ra^neiocru Cnoooaijo ailaaBailaioaijo sifflcuiloBoraS (s<ft.oeg^ 
orajaDlcrulKiS cmaicsDOTiai eiejiffloeml (0495-2350212). 

? ioo-6)a§ c<9)fflg ajtOoJLrauOTOTlraS cnlaailcn ao(gncft.(a)l£i23a 
cmaffldDoJLdnoijo oiocnoraira) cinjcftiaDjos 1% cn1(a®)(.ooii(i(!st!5)OS2<ft.2s1 
(!j)0O<p OtftiOsjcminlffllceffljaT) (ia6)ei<P2(!5r3)2fflooQn 3(3'^ocnS crua^cjjl 
CoOfflGTiecmoem. cmocruDocnasrirncn ajjotmmjgg cruooajcnearaoacea 
ajCOtOtraio eieloOffljomdnlcn ? 150 fflemleoaioiaojo^ cronnlraio 
(.njlcT3crDl(jjoa3, aanjolteatoS Ccftiocg^, (Sc0jOS>1ec06)os-8 o3)cm 
oileioaruasroiltoS (air8ffiaj<0iii1c<66)6ng(is)osm. cnloOTitsaij, oruamro) 
oJt(0)«5i!S)ls)ci§ oaf^ocro CrmootminIcsS (araoDjeniaxDaocnn 

(Si3j^(!5r3)1§26ni. 

oilei ^03)^103 rajoJOTiraa aoeuocjjsjcraroienainosTT). CDlc632OT)lft.g2o 
agjo fflmoqjfflo njfflOffl(3aa1Cc06)sn5OT)O6m. cB^sam, ffio3n3djoa3cru, 
<0)OQ)g1Oc8a 00)^031 crD0fflta)lcft.(/3 oruooojIceatnS, AmzInHoS o3)onDl 
Oiij&iaij<ft,a3 3(3neiocm2cft.offlCT3 QitiolcsceasngRnoem. (OTJoSj 
cnra3<fl>2cnD(;s) ^03)^03 (32nj(n)1eJO(n)l(3l<6®2o. 

fflooicoil eie1<66)2cm(3)2o fflc3)lQ3)0cn) a)1(3(3)i.3aij|0, cmaaOTioJtano 
agj 3^'^ocru Qij,aiaruocft.a3 n^oDlai aJoei1<96)otoT3)(3)2fflO(X3) 
3a'^ocm2<0ja3 aeigocoj oraolooilijjjo cBi^soeas) snocm 
cnlocm1<96)2anD(3)06nn!. 3a'ieiocTU Gnoooo oocOifflogo 
oJosjggOTim. 3^'^ocru CrmooasKnlfflci^ ailejOQiocnn rnGml ao^ou^ 
aiplocft. magooDjo croj“l<9jffl1<6ffl2cm(3)m. 3^'^ocru ecioooasrolfflag 
ajDj|2(jile<e6)g oilei cn(33<6il oioeBUoaijcmanosm. 3^neiocro2c9)C/3 
(3)oas> crD2i3jl(jjl^1c3l<e6)2onD (.tvitfeooo 3a'^ocm2c0jofflao§a(n)o 
C3iaoa)1c0j^(3) tnJanlcnluiloaijasaoffio cmoomi 30^(313)1(33 
(oijoteajcmcoiosrn. 


(Sfflfflei>P2(3r!n—3(3'^o(ro (nmi^ aa)(ru4/ii396/i3/n®o.(n51.(ru1. 
eo(U)1aoQ)o (uioaiiscmoarolarD oicftijijjlaeKxxceffl 300 r> 3 )o.o 3 ). 
n®<&(TiB(so (xsjemlg (n1(3)06mo eiiJ^2onr)(3)1(Bei(ri)<ea. 

(3tas®.(33 (3)2.0)- ^ 6,50,000. 

001(3(3)1301^0-1 %. 

3^<^oonB (iaeoo(3r3)1o(i§ oilei—? i,260. 

3a<^0(n) (SQeom2<i^ti3 (3 )oJO(33 oupI oi1(33a6)20fD 
raraoKruom (3)1(n)(3)1(33>2o (n)ffl(X2)oi2o— 16 - 12 - 2013 , 3 aeml. 

3(3neio(ru OnDom^SioS e(no1§ oj1(38o96)2orT) raraoKruom 
(3)1(n)(3)1c!Q)2o (n)ffl(X3)oi2o— 19 - 12 - 2013 , 3.30 aeml. 

3(3neio(n)2o9>c/3 oruilajol0902000 atsoioruooo (3)lQa)(3)1(i»2o 
(n)ffl(n)oi2o—20-12-2013, 11 aeml. 

3 (3nei000)2a)03 (3)2oa6)2ono (3)1(X3)(3)1(X3)2o (n)a(X3)oi2o— 
20-12-2013, 11.30 aeml. 

essng^ (BoDooo eis1affl2ono(3)1oo2o (rua^fjlaaionoOTilooiaiss 
Ga(33oileio(n)o—(.'dl(T3(ro1.jjoo3, a)oi6n3aa(i^ aaiuilasKoS (Scfcoegs, 
eo9)O<p1(Sc06)OS. 

oolenioou 00^)03 


1. ooiaaao( 3 ) 0 oil (33 oo 1 ono 2 gg ©0.0.012oruioia&o (( 3 ) 00 ( 3 )) 

3(3neio(ru1©(noojo (n)a^oj1(Ba6)6rB(3)06no. 

2. ( 3 ra)Oia 3 i©ojS 2 onooJo 9 iaio 3 a'^o00)2<6)0 0 (i 3 otoktoo 

©ojeioil(o3 oo)00)0000)0a(.0)1 c0.c^ nJolisoBocuooixsao 
oj1(gcJL)(n)ao(sa6)6Tie(3)06no. 

3. ojooenel i3J2026BBl(n)(3) 2 oi(3naio. 

4. oio( 3 niflc 03 ( 3 t 3 go 0 . 2 g.jj 6 m 1 /oo)ato)ojo^nii 1 o 9 . ( 3 t 3 ga) 2 g.jj 6 m 1 
(i3J20263Bto(i» 5 oi(3rmo) oo1oaffl2a9)e3 ©oieqjoo oo)2iij1ttjl 
^1o1(Sc96)6ne(5)06rD. (3t3)OI(032j©a®,1(33 00)00000 00)0at,0)1o9. 
g2©S (3)1(36)SI3t3)S2njl0O ^(0 OOlfflo96)2*'03 aJ(3l(J)GmT0S)2'™ 
(3)06lf). 

5. a2(i3a>2^ oo(33a>2(m(5)m. 

Office of the Govt. Medical College, (Sd.) 

Kozhikode-8. Principal. 


TENDER NOTICE 

No. S4/13665/2013/MCC. 7th November 2013. 

Sealed and competitive tenders in prescribed form 
are invited from the manufacturers or authorized dealers for 
the supply of Print Journal to the Cenral Library, Government 
Medical College, Kozhikode, Kerala, India. 

The tender forms and details of tender can be had 
from the Office of the Principal, Government Medical College, 
Kozhikode during working hours (Phone 0495-2350212). 
Tender should be superscribed with tender No. as specified 
below. The tender should be submitted along with the an 
agreement executed in the Kerala Stamp Paper worth ? 100 
(Rupees One hundred only) and Earnest Money Deposit 
@ 1% of quoted price. Stamp paper will be supplied to the 



firm outside Kerala on request along with remittance of 
? 150 (Rupees One hundred and fifty only) Rupees 100 
towards the cost of stamp paper and ? 50 as incidental 
charge by money order taken in favour of Principal, 
Medical College, Kozhikode. Specimen copy of the 
agreement is annexed with the tender form. 

Superscription—^Tender No. S4/13665/2013/MCC for the 
supply of Print Journals to the Department of Central 
Library. 

Estimated cost—? 5,00,000. 

Cost of tender form—? 1,050. 

Cost of tender form by post —^ 1,100. 

Last date of sale of tender form by post—26-12-2013. 

Last date and time of sale of tender form—1-1-2014, 
3.30 p. m. 

Due date and time for receipt of tender—2-1-2014, 
11 a. m. 

Date and time for opening of tender—2-1-2014, 
11.30. a. m. 

Date up to which the rates are to be firm—31-3-2014. 

Person to be addressed for buying and submitting 
tender form— Principal, Medical College, Kozhikode, 
Kerala-673 602. 

Rates should be quoted in Indian Rupees only. All 
the taxes applicable is to be clearly mentioned. Freight, 
Insurance, loading, unloading, erection and commission 
charges and installation should be borne by the tenderer. 
Payment also will be made in Indian rupees. 

The tender without required Earnest Money Deposit, 
agreement and not satisfying other tender conditions are 
liable to be rejected without further notice. Tender form is 
not transferable. Cheque, Draft, Postage Stamps etc. will not 
be accepted towards the cost of tender form. Duplicate 
copy of tender form can be obtained on payment of cost. 

Belated tenders will not be accepted. 

Special Conditions 

1. The brochure issued by the manufacturer in 
original should be attached. 

2. The firm should be arranged demonstration at 
their own cost if requested. 

3. Warranty—Miiumum 2 years. 

4. AMC and CAMC—Minimum 5 years, AMC and 
CAMC rate (to be mentioned separately) will be 
considered for selection if necessary. 

5. No advance payment will be made. 


(s<ejO<plG<66)os 6)fflajDl<66)ro3 ecft.ocgs1s)&j S)(rua3i.s«53 
ffloeicsmol aj1eocn(!5rij)1cg&j<ea LoJIcig'' es^emtoScru ajIcmoGmo 
OiiJigijorDdnIeeJcaa mlccmo raraairajos 

ajlroxasTTMOoolraacnlcicmo ffl(o3(nxaoa51tA)1 

(mojjfflOQQ) ceineml^OcftiOggjanDj. 

B^tieiooru CnDooojjo (ulaaBajlajfflOjjo fflaoulteatoS Ccftiocgs 
rairajcmlcrDlcsS cnicmjo (.ajtu^njrinl croffloaitmu) eiejifflosm 

(0495-2350212). 100 ffljnJOffloOffljgg (StOjOg i2jt3nJi(mti3ra)lra3 cnloailo) 
fflO(ij)i<ft.(n)1&J2gg orumaOTiaJtOTxiJjo ajocnsajis) (tnjcOjOQijffls i % 
cnlfflOTXiaai^eajriJiosjo&jsl (OTOfflip OcSjOsjOTimMeojaT) fflmfflerpjtaraijaocn)) 
B^<^ocr6 crua^(jjlc<66)6ng(iS)06nD. crDoorunomnjriJilaD ojjocarsijgg 
(ru£]0nJcr)63T3a3<6ffl rnglceojcmanlct) ? 150 asmlaasoaojoa 

crucinlOTio <«oi. fflaojoltoacoS Ccftoegs 

Ccft.o<p1ac06)os-8 (i^oT) ojleiocruasrinlioS (aracoJoMhcicefflsnsroioenr. 

cm(a2®)nJi.(iJ)rat!5)ls)ci^ aaneiooru acioooratailraa 

rairaaDjsnjaxDfflocnn CijjaojriJilgjene. 

oilei ^00)^03 ffljn-ra1(o3 cffl6LB)(jjsjati3T0)6ns®)O6Tn. cn1ca>2®)1ca>gjo 
agjo oojcqjoo ojffloaaaalG<6fflGTie®)osm. cfesasKn, ^a3naiJoci3(ru, 
<fl.0Q)g1O(6o, QKCoroi oruomcihlcftiC/a mmoojIcSSKoa, AamlniiaS tig)OT)1 
Oi3jejajjcft.a3 3(3nejocroj<0jo^ crujoaio ojciolcteaenecmoem. roijcO) 
cnoScftijcmcOT ao0)j|Ci3 ffljajQaneiooanffllcOffljo. 

6)6)oi<ftn ejelteojoTiOTijo aroilQffiooQ) 0010(0)1.301^0, oru(a2(0)nj(.(0)o, 
agj 3^<^oorD 01^,01 oruooOji^a oa)ono1oj nJoej1<6eo(0i0)(0)2fflO(!Q) 
3^<^oorujce)a3 aagooj (oraol oailojjo s^isoexm (0)oonD 
onloorul<06)2010(0)06110. a^^eiooru (Sooooo fflo<a>mogo a^iK^ooS 
oJOS)39(0)ra. 3^<^ooio (i(iiooo(0i0)1ao^ ojleicsxooQil aeml 630^00^ 
63sno<ft> fflogoonjo m)j1cft.o1<66)2aT){0)m. a^'ieioou (Bo£)oo(0i0)1aa^ 
(U)2,2oJl(S<e6)g oflm OKoScOd ojoeaBOOjjoTKOioern. 

(0)Oa<P OT)2i3jlajl^1(Dl<66)2O1O(0)2 toJ<a'3®o 3(3neJ0OT)2<ft,0(0O0§(S(!3)0 
(3T8oc/)1<ft..^(0) (.oJOTtlmlaninJjosGOJio ODOonlfSJD^i®®!!®^ anjoaoeij 
OT)(0)(36rr). 

Gffloej<P2(0i!»—3(3nejooni) oocni^ <ia)0U4/i3665/i3/ngo.crul.cru1. 

om)a3(.S(03 oaej(.6njo1 o/leoa)(0i0)1e&j<6o (.0310^“ GS^6m(03aru 
oj1(0)(O6mo aijj(§/2OT)(0)1eej<ee. 

(019503(08 (0)2c03 —^ 5,00,000. 

0)10(0)1,301^0 —1 %. 

a^neioou GoDOO(0r0)l6)o§ oilei—? 1,050. 

(0)nJO(o3oi<p1 a^fieioou Goeoo(0T0)1ao^ oilei —^ 1,100 

a^'^oou CoDomjcfeaa (0)oJO(o3 oi<p1 oil (oS <66)2 or) 
(0190100)00) (0)1(n)(0)1(n)2o cn)ffl(ij)oi2o—20-12-2013, 3.30 aeml. 

3(3neio(n) a<ieom2<fl><^ eo)o1§ oi1(03<66)2oi) (0i9oicn)oo) 
(0)1(D)(0)1C!Q)2o OUffl(!3)012o—1-1-2014, 3.30 ffl6m1. 

3(3rieiocn)2<6>a3 ao)i1<a3 01<66)20T) (0i9oicn)oo) (0)1(n)(0)1(n)2o 
cn)ffl(!Q)oi2o—2-1-2014, 11 m6m1. 

3(3nei 000 ) 2 < 63 (38 (0)2O<66)2oi) (0)103X0)1 00)20 ouaoo)oi2o— 
2-1-2014, 11.30 meml. 

es6ng^ CoDooo eis1<06)2OT)(0)1o)2o o\)a^fq1<a6)ioD(0)1o))a)33 
Ga(03oileioo\)o—tojlo3o\)1cjp(/3, a)oi6n3aao^ fflaajL)1<a6)(a3 e<930Gg^, 

e<630>PlG<66)0S.-8. 

0)l6niou)0)<63C/3 

1. 0)1 aaa0(0)0oil(03 o)1on)2gg affl<63ai2O))(0)<63o ((0)O)(0)) 

3(3fieiom)1ao)0ojo cn)aaojlG<6O6re(0)O6no. 



2. (3Ta)(uaaiS)(TjsjanDoj<6iifo 3^nejo(ruj<ft,offla3 crujorno 
OnjejojIcsS cruoa>aDcrooffli.cn1<fea3 aJC3leaaoa)(r)(x:»<60 
aj1CU)CS3)l20«c86)6neOT)06TT5. 

3. ojoosnsl—iijjffljeaBlofficOT 2 m^niio. 

4. ojoanadlcft, (3irao<a,jgijj6rTn/crum(.c/)ajoanaj1cft. (aragajjgajsTDl 

(iijjraj63131 (S)®) 5 (U^naio) aDlfflc06)j<ft.(^ 6)ajegj6)o 
cro2iijl(jj1^1ffl1Cc06)6Tie(ij)O6n3. cruoaxT) 

cruoi2n.«5l<s=g3S)S (3)1ffl6)sii5i3)sjijj1a3 S'!) cnlfflc06)3ce)C/3 

aJffl1C/)6TDl<66)J0nD(!J)06m. 

5. ajcT3cft.j^ (3)j<aj cn(!53cicft.6ngro)a. 

Govt. Medical College, (Sd.) 

Kozhikode. Principal. 


3a<^0cru GciOOOo (UlroS <66)2033 (3190)033003 (3)1(X2)03lcn)2o 

033mcn)OJ2o—16-12-2013, 3 aeml. 

6)S6T3§(8 c0j1(J§6T3g (3T9OJ(rD0Cn 03l(!Q)(n3l(n)2o 033ia(!3)OJ2o— 

17- 12-2013, 5 aSTTOl 

3^'ieJ0033 (BriOOOo OoJOgloSQJOII (mlajXOllCDJJo CrufflOffiOJJo— 

18- 12-2013, 12 (261331. 

3^nejocru cnlfflcsa t'^06r)jeJ2|(or3)1eJ1o1e<66)6Tie (oilooxoil— 
31-5-2014. 

6)S6T1sa G<iDOOo c6>1§2 013(3)Jo oJJffll <tJ1 J (31900) (X» (S<66) 

6133(3)2(2000) Oj1eJ0033o-(n32C<iJ6ne, (7)(U61l86)(20§“ 6)(2(U)1<06)(38 

(l<6)0Gg^ (319)a92<iJt(3)1, C<6)0‘P1(I<66)0S. 


Medical College Hospital, (Sd.) 

Kozhikode. Superintendent. 


RE-TENDER NOTICE 

No. Sl/7671/2013. 8th November 2013. 

Sealed tenders in the prescribed form are invited for 
the supply of Interventional Cardiology Clinical Data 
Management and Reporting Software to Medical College, 
Hospital, Kozhikode. 

Superscription Tender No. should be specifically noted 
as Sl/7671/2013. 

Tender cost —^ 1,90,000. 

E.M.D.— 1%. 

Price of tender form (in duplcate) ST (Cash only/Money 
Order)-^ 458. 

Date and time of close of sale of tender forms— 
16-12-2013, 3 p. m. 

Date and time for receipt of tender—17-12-2013, 5 p. m. 

Date and time for opening of tender—18-12-2013, 
12 noon. 

Date up to which the rates are to be firm—31-3-2014. 

Address of Officer from whom tender forms are to be 
obtained and whom tenders are to be sent—The 
Superintendent, Government Medical College, Hospital, 
Kozhikode. 

G<ft.0<p1e<66)0S 6)(2(U31<66)(D3 G<6>0Gg^ (319)C®2nJC®)1'!»1cej<66) 
(3i9)(ua92,(20(S)) ^ag(86)(U(i3<nd6m(33 <63oa(U3lc(S))ogs1 <^1(n1<06)(o3 
(U)0g0 (2 0CC13 ^6)(2(3§‘' (319)C1^" Ol(5(jJ0^§1 oO)" a(n30<ir)'g 

6)(U(X))(3 (uloifflemo cnlcfinlo) c<ir)oo(3ia3l(o3 

(13)1(03 6)i3j(!£»(3) 6)S6ng02<6>a3 <6ai6m1ii-|)6)<ai0sa)ai3). 

6)S6iis^ (3i9(X))(S))<66)2on3 <ft,(iJo1(n2 (22<a.g1(o3 3(3nejocrD (nom^— 
<10(13)1/7671/2013 <100(13 (1J2|<8<0)(20(!£))1 <6i06m1^1ffllG<86)61ie(a)06n3. 

(319Se>(03 (0)2<6i —^ 1,90,000. 

(1310(0)1,301^0-1%. 

6)S6ne(3 c<ir)0O(0i0)l6)ci§ oilei —^ 458. 



